HAFB  Report  #1996-006 
Project  KWRD  973200  B 


BUILDINGS  107,  289,  AND  291  DEMOLITION 
HABS/HAER  ARCHITECTURAL  ASSESSMENT 
HOLLOMAN  AIR  FORCE  BASE 
OTERO  COUNTY,  NEW  MEXICO 


by 

Moira  Ernst 
Jean  Fulton 
Sonya  Cooper 
Joe  C.  Freeman 


19980202  043 


Air  Combat  Command 

United  States  Air  Force 

United  States  Department  of  Defense 


HAFB  Report  #1996-006 
Project  KWRD  973200  B 


BUILDINGS  107,  289,  AND  291  DEMOLITION 
HABS/HAER  ARCHITECTURAL  ASSESSMENT 
HOLLOMAN  AIR  FORCE  BASE 
OTERO  COUNTY,  NEW  MEXICO 


by 

Moira  Ernst 
Jean  Fulton 
Sonya  Cooper 
Joe  C.  Freeman 


Regan  Giese 
Principal  Investigator 

Prepared  for 

U.S.  Army  Corps  of  Engineers 
Fort  Worth  District 


Report  of  Investigations 
No.  120EP 


Geo-Marine,  Inc. 

550  East  15th  Street 
Plano.  Texas  75074 
150 A  North  Festival  Drive 
El  Paso,  Texas  79912 


January  1998  jyjEG  Q'^ALTIY 


3 


Approved  for  public  release; 
Distributicm  Unlimited 


SECURITY  CLASSIFICATION  OF  THIS  PAGE 


REPORT  DOCUMENTATION  PAGE 


Form  Approved 
0MB  No.  0704-0188 


la.  REPORT  SECURITY  CLASSIFICATION 

Unclassified 


lb,  RESTRICTIVE  MARKINGS 


2a.  SECURITY  CLASSIFICATION  AUTHORITY 


2b.  DECLASSinCATION/DOWNGRADING  SCHEDULE 


4.  PERFORMING  ORGANIZATION  REPORT  NUMBERS 
Report  of  Investigations  No,  120EP 


6a.  NAME  OF  PERFORMING  ORGANIZATION 

6b.  OFFICE  SYMBOL 

Geo-Marine,  Inc. 

(if  applicable) 

6c.  ADDRESS  (City,  State,  and  Zip  Code) 

150A  North  Festival  Drive/  El  Paso  Texas/  79912 

550  E.  15th  Street  /  Plano,  Texas  /  75074 

8a.  NAME  OF  FUNDING/SPONSORING 

8b.  OFHCE  SYMBOL 

ORGANIZATION 

(if  applicable) 

US  Army  Corps  of  Engineers, 

Fon  Worth  District 

CESWF-PL-RC 

8c.  ADDRESS  (City,  State,  Zip  Code) 

PO  Box  17300 

Fort  Worth,  Texas  76102-0300 

3.  DISTRIBUTION/AVAILABILITY  OF  REPORT 
Approved  for  public  release 


5.  MONITORING  ORGANIZATION  REPORT  NUMBER(S) 


US  Army  Corps  of  Engineers,  Ft.  Worth  District 


7b.  ADDRESS  (City,  State,  Zip  Code) 

PO  Box  17300 

Fort  Worth,  Texas  76102-0300 


10.  SOURCE  OF  FUNDING  NUMBERS 


PROGRAM 


PROJECT 

TASK 

NO. 

NO. 

ACCESSION  NO. 


1 1 .  TITLE  (Include  Security  Classification) 

Buildings  107,  289,  and  291  Demolition  HABS/HAER  Architectual  Assessment,  Holloman  Air  Force  Base,  Otero  County,  New  Mexico. 


12.  PERSONAL  AUTHOR(S) 

Moira  Ernst,  Jean  Fulton,  Sonya  Cooper,  Joe  C.  Freeman 


13a.  TYPE  OF  REPORT  13b.  TIME  COVERED 
Final  Report  FROM  Jun  1996  to 


16.  SUPPLEMENTARY  NOTATION 


14.  DATE  OF  REPORT  (Year,  Month,  Day)  15.  PAGE  COUNT 
1998,  January,  2  40+appendicies 


17.  COSATI  CODES 
HELD  GROUP 


18.  SUBJECT  TERMS  (Continue  on  reverse  if  necessary  and  identify  by  block  number) 
SUB-GROUP  I  An  architectural  assessment  of  three  World  War  Il-era  buildings  on  Holloman  Air  Force 
Base  (HAFB),  Otero  County,  New  Mexico. 


19.  ABSTRACT  (Continue  on  reverse  if  necessary  and  identify  by  block  number) 

On  June  10  and  11,  1996,  an  architectural  assessment  of  three  buildings  was  conducted  on  Holloman  Air  Force  Base,  Otero  County,  New  Mexico, 
by  Geo-Marine,  Inc,  Buildings  107,  289,  and  291,  constructed  during  World  War  II,  are  scheduled  for  demolition  as  part  of  the  German  Air  Force 
Beddown  project.  Buildings  107  and  291  are  considered  ineligible  for  placement  on  the  National  Register  of  Historic  Places  (NRHP)  because  of 
their  extensive  alteration.  HABS/HAER  Level  IV  documentation  was  completed  on  these  two  buildings.  Building  289,  although  retaining  historic 
integrity,  does  not  satisfy  the  criteria  for  significance  as  an  individual  property.  As  the  building  still  retains  historic  integrity  and  could  potentially 
be  considered  a  contributing  feamre  as  part  of  either  a  district  or  multiple  property  nomination,  HABS/HAER  Level  I  documentation  was  completed 
on  this  building.  The  two  levels  of  HABS/HAER  documentation  were  determined  to  be  sufficient  to  exhaust  all  research  potential  for  these 
buildings.  Cultural  resources  clearance  is  recommended  for  the  demolition  project. 

The  preparation  of  this  document  was  accomplished  under  Purchase  Order  DACA63-96-P-0614,  (1164-001),  with  the  U.S.  Army  Corp  of 
Engineers,  Fort  Worth  District,  P.O.  Box  17300,  Fort  Worth,  Texas. 


20.  DISTRIBUTION/AVAILABILITY  OF  ABSTRACT 
□  UNCLASSIHED/UNLIMITED  HSAME  AS  RPT.  nDTIC  USERS 


22a.  NAME  OF  RESPONSIBLE  INDIVIDUAL 

Jay  R.  Newman 


DD  Form  1473,  JUN  86  Previous  editions  are  obsolete 


21.  ABSTRACT  SECURITY  CLASSIFICATION 
Unclassified 


22b.  TELEPHONE  (Include  Area  Code) 
817-978-6388 


SECURITY  CLASSIFICATION  OF  THIS  PAGE 


ABSTRACT 


On  June  10  and  11,  1996,  an  architectural  assessment  of  three  buildings  was  conducted  on  Holloman  Air 
Force  Base,  Otero  County,  New  Mexico,  by  Geo-Marine,  Inc.  Buildings  107,  289,  and  291,  constructed 
during  World  War  II,  are  scheduled  for  demolition  as  part  of  the  German  Air  Force  Beddown  project. 
Buildings  107  and  291  are  considered  ineligible  for  placement  on  the  National  Register  of  Historic  Places 
(NRHP)  because  of  their  extensive  alteration.  HABS/HAER  Level  IV  documentation  was  completed  on 
these  two  buildings.  Building  289,  although  retaining  historic  integrity,  does  not  satisfy  the  criteria  for 
significance  as  an  individual  property.  As  the  building  still  retains  historic  integrity  and  could  potentially  be 
considered  a  contributing  feamre  as  part  of  either  a  district  or  multiple  property  nomination,  HABS/HAER 
Level  I  documentation  was  completed  on  this  building.  The  two  levels  of  HABS/HAER  documentation  were 
determined  to  be  sufficient  to  exhaust  all  research  potential  for  these  buildings.  Cultural  resources  clearance 
is  recommended  for  the  demolition  project. 

The  preparation  of  this  document  was  accomplished  under  Purchase  Order  DACA63-96-P-0614,  (1164-001), 
with  the  U.S.  Army  Corp  of  Engineers,  Fort  Worth  District,  P.O.  Box  17300,  Fort  Worth,  Texas. 


11 


TABLE  OF  CONTENTS 


ABSTRACT . ii 

ACKNOWLEDGMENTS  .  vi 

CHAPTER  1.  INTRODUCTION . 1 

CHAPTER  2.  CULTURAL  SETTING . 5 

LOCAL  SETTING . 5 

WORLD  WAR  II  AND  ALAMOGORDO  ARMY  AIR  FIELD  . 6 

HOLLOMAN  AIR  FORCE  BASE  1945-PRESENT . 11 

CHAPTER  3.  PREVIOUS  RESEARCH . 15 

CHAPTER  4.  METHODOLOGY . 17 

CHAPTERS.  RESULTS  OF  INVESTIGATIONS  . 19 

BUILDING  107:  GERMAN  AIR  FORCE . .  .  19 

BUILDING  289:  HAZARDOUS  AND  FLAMMABLE  MATERIALS  STORAGE . 23 

BUILDING  291:  SMALL  AIRCRAFT  MAINTENANCE  DOCK . 29 

CHAPTER  6.  SUMMARY,  CONCLUSIONS,  AND  RECOMMENDATIONS . 34 

BUILDING  107 . 34 

BUILDING  289  .  34 

BUILDING  291 . 35 

CONCLUSIONS  AND  RECOMMENDATIONS . 35 

REFERENCES  CITED . 37 

APPENDIX  A.  HABS/HAER  DOCUMENTATION . A-1 

APPENDIX  B.  LABORATORY  OF  ANTHROPOLOGY  ACTIVITY  RECORD  FORM . B-1 


LIST  OF  FIGURES 


Figure  1.  Location  of  the  project  area . 2 

Figure  2.  Project  area  with  building  locations . 3 

Figure  3.  HAFB  Cantonment  Area  with  locations  of  Buildings  107,  289,  and  291 . 4 

Figure  4.  Alamogordo  Army  Air  Field,  1943 . .  10 

Figure  5.  Building  107,  facade . 20 

Figure  6.  Building  107,  east  elevation . 21 

Figure  7.  Building  107,  north  elevation . 21 

Figure  8.  Building  107,  northeast  elevation . 22 

Figure  9.  Building  107,  southeast  elevation . 22 

Figure  10.  Building  289,  entrance  at  northwest  facade . 24 

Figure  11.  Building  289,  concrete  apron . 25 

Figure  12.  Building  289  fence,  north  elevation . 25 

Figure  13.  Building  289  rear,  exterior  clay  tiles . 26 

Figure  14,  Building  289  window  detail,  northeast  elevation . 27 

Figure  15.  Building  289  window  with  framed  wood  louver,  northeast  elevation . 27 

Figure  16.  Building  289,  east  elevation,  Building  291  in  background . 28 

Figure  17.  Building  291,  east  elevation . 30 

Figure  18.  Building  291  interior  view,  bombs,  missiles,  and  F-4  aircraft . 30 

Figure  19.  Building  291  offset,  southwest  elevation . 31 

Figure  20.  Building  291  interior,  braced  ‘H’  columns  and  spandrels . 32 

Figure  21.  Building  291  interior,  wood  sheathing  and  metal  truss . 32 

Figure  22.  Building  291  interior,  nine-panel  doors . 33 


LIST  OF  TABLES 


Table  1.  Wartime  units  at  Alamogordo  Army  Air  Field,  1942  -  1945  (Maurer  1959:17). 


ACKNOWLEDGMENTS 


This  report  is  the  product  of  several  individuals.  My  thanks  to  Jean  Fulton,  Sonya  Cooper,  and  Joe  Freeman 
who  did  the  fieldwork,  with  special  thanks  to  Jean,  who  was  always  willing  to  answer  my  questions  and  share 
helpful  information.  Thanks  to  Karen  Faunce  who  provided  the  maps,  Beth  Morgan  for  her  editorial 
comments,  Mark  Ernies  for  his  input,  and  Regan  Giese  for  his  encouragement.  Martyn  Tagg  also  provided 
helpful  information  and  materials,  and  special  thanks  go  to  him  for  his  patience. 


CHAPTER  1 
INTRODUCTION 


Geo-Marine,  Inc.  personnel  conducted  architectural  assessments  on  three  World  War  II  structures  located 
on  Holloman  Air  Force  Base  (HAFB),  Otero  County,  New  Mexico  (Figure  1).  The  structures  are  slated  for 
demolition  as  part  of  the  German  Air  Force  Beddown  project  (Project  KWRD  973200  B).  The  assessments 
were  conducted  at  the  request  of  the  U.S.  Army  Corps  of  Engineers,  Fort  Worth  District,  under  Purchase 
Order  DACA63-96-P-0614,  and  under  the  authority  of  the  National  Environmental  Policy  Act  and  Section 
106  of  the  National  Historic  Preservation  Act  as  amended  through  1992.  Buildings  107,  289,  and  291  were 
visited  on  June  10  and  11,  1996.  The  buildings  were  evaluated  on  the  basis  of  National  Register  Criteria  A 
and  C  for  significance. 

The  three  structures  are  presently  owned  and  occupied  by  the  United  States  Air  Force,  Air  Combat 
Command,  Holloman  Air  Force  Base,  New  Mexico.  They  are  located  on  the  Holloman,  New  Mexico, 
USGS  7.5-minute  topographic  map,  in  Township  17  South,  Range  8  East,  Sections  12  and  13,  within  the 
HAFB  Cantonment  (Figures  2  and  3). 


Figure  1.  Location  of  the  project  area. 
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Figure  3 .  HAFB  Cantonment  Area  with  locations  of  buildings  107, 289,  and  291. 


CHAPTER  2 

CULTURAL  SETTING 


LOCAL  SETTING 

The  first  non-native  inhabitants  in  the  Tularosa  Basin  were  refugees  from  the  flooded  Rio  Grande  Valley. 
Over  one  hundred  Hispanic  families  left  the  valley  in  1862,  and  located  at  the  foot  of  the  Sacramento 
Mountains  on  the  Rio  Tularosa.  A  year  after  Tularosa  was  founded,  another  group  of  refugees  settled  the 
town  of  La  Luz  (Hawthorne  1994:14).  These  early  settlers  grew  vegetables,  grain,  and  fruit,  and  raised 
cattle,  sheep,  and  horses.  Water  for  irrigation  and  domestic  use  was  supplied  by  community  ditches  the 
settlers  had  dug  themselves  (Sonnichsen  1980:12). 

During  the  early  years,  the  Mescalero  Apache  periodically  raided  these  villages,  but  there  was  little 
bloodshed  imtil  the  Battle  of  Round  Mountain  occurred  in  April  1868.  The  battle  started  when  soldiers  from 
nearby  Fort  Stanton  encountered  a  band  of  Apache  and  asked  the  people  of  Tularosa  for  help.  When  the 
battle  was  over,  only  one  Tularosa  resident  had  been  injured,  and  for  the  most  part,  the  Apache  threat  to  the 
settlers  was  ended  (Sonnichsen  1980:14).  With  the  signing  of  an  Executive  Order  establishing  the  Mescalero 
Apache  Indian  Reservation  in  May  1873,  the  Apache  threat  was  over  (Sonnichsen  1980:15). 

With  the  Apache  threat  ended,  Anglos  began  to  settle  the  basin.  These  early  settlers  came  from  Texas  to 
escape  droughts,  overstocking,  and  in  some  cases,  the  law.  Stories  of  plentiful  rainfall  and  free  land,  along 
with  a  ready  market  for  beef  products  at  Fort  Stanton,  made  the  area  an  attractive  place  to  settle  (Anonymous 
1981:35).  With  the  arrival  of  this  wave  of  new  immigrants,  fights  and  murders  became  common  on  the 
streets  of  La  Luz  and  Tularosa.  By  the  late  1880s,  the  range  was  seriously  overgrazed,  and  Texans 
“elbowed  each  other  on  the  Tularosa  flats  and  squatted  in  the  mountain  canyons”  (Sonnichsen  1980:20). 


Before  1898,  the  south-central  region  of  the  Territory  relied  solely  on  wagons  to  bring  people  in  or  take 
products  out  (Hawthorne  1994:19).  Charles  B.  Eddy,  a  local  entrepreneur  backed  by  eastern  capitalists,  had 
promoted  the  idea  of  a  railroad.  In  anticipation  of  the  railroad’s  arrival,  Charles’  brother  John  Eddy  bought 
land  and  water  rights  and  had  the  town  of  Alamogordo  laid  out.  In  1898,  the  El  Paso  and  Northeastern 
Railway  reached  its  headquarters  at  the  newly  established  town  of  Alamogordo.  In  reaction  to  this,  the 
Territorial  Legislature  created  Otero  County  in  1899  (Wilson  et  al.  1989:44).  The  arrival  of  the  railroad 
meant  the  end  of  economic  isolation  for  the  area,  and  opened  the  region  to  even  more  settlement.  The 
population  of  Otero  County  nearly  doubled  from  19(X)  to  1910.  In  Alamogordo,  the  population  was  almost 
3,500  by  the  end  of  1907,  and  the  settlers  continued  to  arrive  (Hawthorne  1994:19-20). 

From  the  early  1900s  until  the  1940s,  people  living  outside  the  towns  of  Alamogordo,  La  Luz,  and  Tularosa 
depended  on  ranching  for  their  livelihoods.  These  ranchers  found  the  best  water  source  and  filed  homestead 
or  desert  land  entries  around  a  water  hole  in  order  to  block  settlers  from  getting  in  the  way  of  open  range 
(Hawthorne  1994:21).  Passage  of  the  Stock  Raising  Homestead  Act  allowed  any  individual  who  met  age  and 
citizenship  requirements  to  claim  up  to  640  acres,  although  many  preferred  to  make  use  of  Public  Domain 
instead  of  paying  taxes  and  incurring  the  cost  of  fencing  their  property  (Hawthorne  1994:21).  In  reaction 
to  overgrazing  on  the  Public  Domain,  the  Taylor  Grazing  Act  was  passed  in  1934,  and  the  open  range  system 
ended.  Settlers  and  ranchers  were  required  to  apply  for  10  year  leases  on  federal  land  that  had  been  divided 
into  grazing  districts.  State  lease  permits  while  not  a  new  policy,  had  been  largely  ignored  by  ranchers  until 
then  (Hawthorne  1994:22). 

This  was  not  the  first  occasion  in  which  the  influence  of  the  government  was  felt  in  the  Tularosa  Basin.  In 
1907,  the  U.S.  Forest  Service  established  a  reserve  over  most  of  the  Sacramento  Mountain  timberlands, 
which  put  them  in  control  of  the  basin’s  best  summer  grazing  lands.  Again  in  1933,  the  establishment  of 
White  Sands  National  Monument  resulted  in  the  withdrawal  of  large  tracts  of  the  gypsum  dunes  from  private 
ownership  (Sale  et  al.  1996:22).  These  events  set  the  stage  for  the  government  takeover  of  over  a  million 
acres  of  land  in  the  Tularosa  Basin  during  1941  and  1942,  and  the  establishment  of  the  Alamogordo  Bombing 
and  Gunnery  Range  (ABGR)  and  the  Alamogordo  Army  Air  Field  (now  HAFB). 

WORLD  WAR  n  AND  ALAMOGORDO  ARMY  AIR  FIELD 

While  World  War  II  raged  on  in  Europe,  strong  isolationist  sentiments  gripped  the  United  States.  These 
feelings  were  exacerbated  in  June  1940  when  President  Roosevelt  announced  that  the  U.S.  could  not  remain 
a  ‘Tone  island  in  a  world  dominated  by  the  philosophy  of  force”  (Maddox  1992:75).  In  response  to  pleas 
from  Winston  Churchill  for  help  against  German  U-boats,  Roosevelt  turned  50  World  War  I  destroyers  over 


to  Great  Britain  in  return  for  99  year  leases  to  naval  and  air  bases  in  British  possessions.  These  actions, 
along  with  the  passage  of  the  selective  service  act,  convinced  many  people  that  the  president  was  leading  the 
country  into  war.  In  spite  of  these  sentiments,  Roosevelt  was  reelected  to  another  term  that  year.  The 
victory  was  seen  by  Roosevelt  as  a  sign  of  support  for  his  foreign  policies  and  encouraged  him  to  go  further. 
In  December,  he  sent  the  lend-lease  bill  to  Congress.  The  bill  would  allow  the  president  to  “lease,  lend,  or 
otherwise  dispose  of’  equipment  and  supplies  to  those  nations  whose  defense  was  determined  to  be  vital  to 
national  security  (Maddox  1992:76).  Roosevelt's  critics  immediately  declared  that  the  bill  was  a  step  toward 
full  involvement  in  the  war,  but  polls  indicated  strong  public  support  and  the  bill  was  passed  and  signed  into 
law  on  March  11,  1941  (Maddox  1992:77). 

During  this  same  period,  the  U.S.  was  also  escalating  military  construction  at  home  (Welsh  1987:78).  On 
the  local  front,  in  January  of  1941  New  Mexico  announced  that  it  was  leasing  25,000  acres  to  the  federal 
government  for  establishment  of  a  bombing  range  (Vandiver  1996: 1).  On  April  13,  1941,  a  meeting  between 
the  Chief  of  the  Army  Air  Corps  and  the  Royal  Air  Force  Chief  of  training  resulted  in  the  establishment  of 
the  British  Training  Program  and  the  beginnings  of  Alamogordo  Army  Air  Field  (AAAF)  (Mattson  and  Tagg 
1995:8).  In  October  1941,  ranchers  in  the  Tularosa  Basin  and  adjacent  areas  were  ordered  to  dispose  of  their 
livestock  and  be  prepared  to  evacuate  their  land.  Local  protests  proved  futile  and  in  December,  ranchers 
were  notified  that  leases  to  public  lands  for  grazing  were  canceled  (Mattson  and  Tagg  1995:8).  The 
withdrawal  included  1,243,000  acres  of  Grazing  Service  and  private  land  for  establishment  of  the  ABGR 
(Hawthorne  1994:23).  Protests  of  this  government  takeover  of  lands  were  overshadowed  by  the  bombing 
of  Pearl  Harbor  on  December  7. 

The  attack  on  Pearl  Harbor  shook  the  confidence  of  the  entire  country.  Many  people  expected  Japanese 
bombing  attacks  on  the  U.S.  mainland  to  follow,  and  blackouts  became  a  common  occurrence.  In  1941,  the 
U.S.  had  only  45  fighters,  10  heavy  bombers,  and  75  medium  bombers  on  the  Pacific  Coast,  and  the  situation 
on  the  Atlantic  Coast  was  even  more  critical  (ATC  Pamphlet  1961).  With  U.S,  entry  into  the  war,  aircraft 
production  and  aircrew  training  facilities  were  greatly  expanded,  and  in  February  1942,  construction  of  the 
base  began.  Shortly  after,  it  was  named  AAAF. 

Although  it  was  originally  established  for  the  purpose  of  training  British  Royal  Air  Force  bomber  crews,  after 
the  U.S.  entered  the  war,  the  AAAF's  mission  was  changed  to  the  training  of  American  crews  for  duty  in 
B-17,  B-24,  and  B-29  bombers.  Throughout  World  War  II,  the  ABGR  served  as  a  practice  bombing  site  for 
crews  from  throughout  the  U.S.,  and  with  the  AAAF  formed  “one  of  the  most  unique  and  important  bomber 
training  facilities  in  the  United  States”  (Vandiver  1996:1)  (Table  1).  At  the  same  time  the  mission  changed, 
it  was  placed  under  the  control  of  the  U.S.  Army  Air  Corps  (Vandiver  1996:1). 


Table  1.  Wartime  units  at  Alamogordo  Army  Air  Field,  1942  -  1945  (Maurer  1959:17). 


Organization 

Aircraft 

Dates  Assigned 

301st  Bombardment  Group 

B-  17 

May  1942  -  June  1942 

303rd  Bombardment  Group 

B-17 

June  1942  -  August  1942 

330th  Bombardment  Group 

B-24 

August  1942  -  April  1943 

392nd  Bombardment  Group 

B-24 

April  1943  -  July  1943 

454th  Bombardment  Group 

B-24 

June  1943  -  July  1943 

455th  Bombardment  Group 

B-24 

June  1943  -  September  1943 

459th  Bombardment  Group 

B-24 

July  1943  -  August  1943 

460th  Bombardment  Group 

B-24 

July  1943  -  August  1943 

449th  Bombardment  Group 

B-24 

July  1943  -  September  1943 

450th  Bombardment  Group 

B-24 

July  1943  -  November  1943 

465th  Bombardment  Group 

B-24 

August  1943  -  September  1943 

466th  Bombardment  Group 

B-24 

August  1943 

36st  Fighter  Group 

P-47 

September  1943 

400th  Bombardment  Group 

B-24 

September  1943  -  December  1943 

492nd  Bombardment  Group 

B-24 

October  1943  -  April  1944 

466th  Bombardment  Group 

B-24 

November  1943  -  February  1944 

487th  Bombardment  Group 

B-24 

December  1943  -  March  1944 

418th  Bombardment  Group 

None 

March  1944  -  April  1944 

25th  Bombardment  Group 

B-17 

April  1944  -  June  1944 

467th  Bombardment  Group 

B-29 

August  1945  -  September  1945 

On  April  10,  1942,  the  first  military  personnel  arrived  at  AAAF.  These  troops,  the  56th  Materiel  Squadron 
from  Davis-Monthan  Field  in  Tucson,  Arizona,  began  the  initial  construction  work  on  the  base  (Vandiver 
1996:2).  Although  the  base  mission  had  changed,  the  triangular  runway  design  and  three  part  cantonment 
area  typical  of  Royal  Air  Force  base  design  were  retained  (833rd  Air  Division  1989:5)  (Figure  4).  Three 
runways  running  south-north,  northeast-southeast,  and  east-west  form  a  triangle  with  the  west  area,  main 
base,  and  north  area  situated  along  the  legs  of  the  triangle.  By  June  of  1943,  the  cantonment  area  contained 
a  Women’s  Army  Auxiliary  Corps  (WAAC)  area,  hospital  area,  utility  yard,  colored  area,  motor  pool, 
hutment  area,  barracks,  civilian  area  (sub-depot),  and  a  parking  apron  and  three  aircraft  hangars  (49 
CES/CEV  1943).  The  three  buildings  documented  for  this  project  are  among  the  original  structures  built 
to  accommodate  the  base  mission  with  Building  107  operating  as  an  academic  classroom;  Building  289 
functioning  as  a  base  warehouse  for  storage  of  hazardous  and  flammable  materials;  and  Building  291  serving 
as  a  field  maintenance  hangar  for  B-17  and  B-24  bombers. 

In  late  May  of  1942,  AAAF’s  first  tactical  unit  arrived;  the  301st  Bombardment  Group  (Maurer  1959:17). 
Originally  equipped  with  B-17s,  by  December  1942  the  bombardment  groups  had  switched  to  B-24  heavy 
bombers  (Vandiver  1996:2)  Later  in  the  war,  the  B-17s  and  B-24s  would  be  replaced  by  the  B-29  very  heavy 
bomber  (Maurer  1959:343). 

On  June  1,  1942,  the  base  became  operational  under  the  command  structure  of  the  Second  Air  Force.  The 
Second  Air  Force  handled  the  operational  training  for  bombers  (ATC  Pamphlet  1961).  By  the  latter  half  of 
the  year,  aircraft  and  troops  began  to  arrive  and  training  began  at  the  air  field  (Vandiver  1996:2).  By  the 
beginning  of  1943,  bomber  crew  training  increased,  with  4,649  personnel  at  AAAF  (Vandiver  1996:2). 
From  late  1942  through  March  1944,  bomber  groups  and  squadrons  completed  their  training  at  AAAF  prior 
to  receiving  combat  assignments  in  the  Pacific  and  Europe.  By  1944,  aircraft  production  was  fourteen  times 
that  of  1940  levels  and  air  and  ground  training  of  airmen  had  increased  fourfold  (Purdom  1970:189).  During 
this  period  AAAF  had  functioned  as  an  Overseas  Training  Unit  (OTU)  (Vandiver  1996:2-3).  OTUs  were 
established  to  provide  cadres  and  supervise  training  of  newly  established  units  (ATC  Pamphlet  1961).  In 
March  1944,  AAAF's  official  designation  was  changed  to  the  231st  Combat  Crew  Training  Station  (CCTS) 
(Vandiver  1996:2-3). 

During  March  1944,  the  last  B-24  bombardment  group  finished  its  training  and  the  first  of  the  new  B-29  very 
heavy  bombers  began  to  arrive  at  AAAF.  Until  the  end  of  the  war,  AAAF’s  mission  was  to  train  replacement 
crews  to  man  B-29s  for  duty  in  the  Pacific  theater  (Vandiver  1996:3).  The  B-29  would  lead  the  final  air 
assault  on  Japan  (Greer  1970:131).  Along  with  the  B-29s,  B-17s  were  brought  in  as  trainers  for  pilots  with 
little  experience  flying  four-engined  bombers  (Vandiver  1996:3). 
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Figure  4.  Alamogordo  Army  Air  Field,  1943. 


In  July  1945,  an  officer  from  the  AAAF’s  Tularosa  Base  Camp  on  the  ABGR  was  instructed  to  remove  any 
civilians  who  had  remained  on  the  range  after  the  evacuation  orders  of  1941  and  1942  (Vandiver  1996:3). 
On  July  16,  1945,  the  first  atomic  bomb  was  detonated  on  the  old  Bar  Cross  Range,  a  secluded  area  of  the 
Jornada  del  Muerto  (Sonnichsen  1980:276),  The  bomb  was  exploded  at  the  Trinity  Site,  located  in  the 
northwest  corner  of  the  ABGR,  and  currently  administered  by  White  Sands  Missile  Range  (833rd  Air 
Division  1989:8).  Shortly  after,  bombs  were  dropped  on  Hiroshima  and  Nagasaki  and  World  War  II  came 
to  an  end.  The  detonation  of  atomic  bombs,  along  with  hastening  Japan's  decision  to  surrender,  represented 
a  giant  leap  in  strategic  air  capabilities  (Futrell  1964:333). 

During  World  War  II,  air  power  had  become  more  than  just  a  supporting  agent  of  land  and  sea  operations. 
From  the  beginning  of  the  war  in  September  1939  to  the  end  in  1945,  all  of  the  nations  involved  made  a 
tremendous  use  of  aircraft  (Futrell  1967:137).  In  the  U.S.,  B-17,  B-24,  and  B-29  bombers  became  the 
mainstay  of  the  strategic  bombardment  program  and  the  P-47  and  P-51  fighters  established  air  superiority 
essential  to  the  strategic  bombing  campaigns.  Development  of  the  jet  aircraft  provided  an  insight  into  future 
developments  in  aviation,  and  the  atomic  bomb  changed  the  very  nature  of  war  itself.  World  War  II  firmly 
established  the  fundamental  importance  of  air  power  (Purdom  1970:136).  As  World  War  II  ended,  its  most 
significant  new  weapons,  the  V-2  rocket  and  the  atomic  bomb,  ushered  in  a  new  age. 

HOLLOMAN  AIR  FORCE  BASE  1945-PRESENT 

In  October  1945,  the  231st  CCTS  was  redesignated  the  16th  Bombardment  Operational  Training  Wing,  but 
by  November  all  training  at  the  base  had  ended,  and  the  2,000  personnel  remaining  at  the  base  were  assigned 
jobs  to  prepare  them  for  civilian  life  (Vandiver  1996:4).  By  the  end  of  the  year,  only  20  officers,  38  enlisted 
men,  and  seven  civilians  remained  at  AAAF;  by  January  1946,  all  of  the  B-29s  assigned  to  the  base  were 
in  storage;  and  in  February  the  base  was  officially  deactivated  (Vandiver  1996:4). 

Just  one  month  later  in  April  of  1946,  AAAF  was  reactivated  as  a  missile  testing  and  development  center 
(Vandiver  1996:4).  By  late  1946,  the  area  was  chosen  for  the  Air  Force  Guided  Missile  Test  Range.  These 
events  marked  the  beginnings  of  great  change  in  the  Tularosa  Basin.  Sonnichsen  (1980:276)  claims,  “The 
isolation  and  barrenness  which  made  the  place  a  haven  for  harried  Apaches  in  prehistoric  times  and  for 
discouraged  Texans  in  the  eighties  now  attracted  another  kind  of  pioneer— the  scientist  laboring  to  perfect 
new  weapons  for  the  defense  of  his  country.  ”  In  February  of  1947,  jurisdiction  of  the  AAAF  was  transferred 
to  the  Air  Materiel  Command.  Guided  missile  programs,  along  with  1,200  personnel,  were  moved  from 
Wendover  Army  Air  Field  in  Utah  to  HAFB  (Culbertson  1972:25-26). 


During  this  same  period,  the  Army  Ordnance  Corps  had  established  White  Sands  Proving  Grounds  (WSPG) 
with  its  range  south  of  the  AAAF  range.  The  two  installations  worked  together  to  efficiently  schedule  use 
of  the  combined  range,  which  at  that  time  was  100  miles  long  and  40  miles  wide  (Meeter  1967:186).  On 
July  23,  1947,  the  first  firing  took  place  and  a  Boeing  Ground-to- Air-Pilotless- Aircraft  (GAP A)  was  launched 
(Alamogordo  News,  24  July  1947:1).  This  initial  GAPA  launch  marked  the  beginning  of  over  10  years  of 
missile  and  rocket  launches  at  the  installation.  Over  40  types  of  missiles  and  rockets  were  tested  on  the  base 
including  the  Jet  Bomb  2,  North  American  Test  Instrument  Vehicle,  Aerobee,  Matador,  and  Mace.  To 
support  these  tests,  several  launch  complexes  and  instrumentation  stations  were  constructed  on  the  base 
(Mattson  and  Tagg  1995:136-138). 

In  September  of  1947,  the  Air  Force  and  Army  became  separate  entities  and  AAAF's  name  was  changed  to 
Alamogordo  Air  Force  Base  (AAFB).  The  name  was  short-lived  however,  and  in  January  of  1948,  the  base 
was  renamed  Holloman  Air  Force  Base  after  Col.  George  V.  Holloman.  Col.  Holloman  was  an  early 
pioneer  in  the  field  of  guided  missiles  who  had  been  killed  in  a  B-17  crash  in  1946  (Alamogordo  Daily  News, 
1961:7). 

By  1951,  the  base  had  became  part  of  the  Air  Research  and  Development  Command  and  was  designated  the 
6540th  Missile  Test  Wing.  In  September  of  1952,  HAFB  became  a  separate  center  with  the  designation 
6580th  Missile  Test  Wing.  Operation  of  the  HAFB  Range  and  the  WSPG  Range  was  officially  integrated 
into  the  Integrated  White  Sands  Range  and  placed  under  the  management  of  the  Army  (Alamogordo  Daily 
News,  1961:1).  On  October  10,  1952,  the  base  was  declared  a  permanent  installation  and  it  became 
Holloman  Air  Test  Wing  Development  Center;  still  a  part  of  Air  Research  and  Development  Command.  In 
November  of  1956,  the  Secretary  of  Defense  assigned  operational  responsibility  for  all  missiles,  except  ship- 
based  weapons  with  ranges  greater  than  200  miles,  to  the  Air  Force.  By  September  1,  1957,  the  Holloman 
Air  Development  Center  was  redesignated  the  Air  Force  Missile  Development  Center  (AFMDC),  and  in 
September  1959,  the  Air  Force  was  charged  with  the  development,  production,  and  launching  of  all  military 
space  vehicles,  along  with  full  responsibility  for  military  operations  in  outer  space  (Hanrahan  1959:iii).  On 
April  1,  1961,  the  Air  Research  and  Development  Command  was  redesignated  the  Air  Force  Systems 
Command  (Meeter  1967:186). 

During  the  changes  in  organization,  personnel  at  HAFB  were  making  strides  in  research  regarding  space 
biology  and  biodynamics.  Bushnell  (1958a:  1)  argues  that  space  biology  as  a  field  of  research  was  defined 
in  southern  New  Mexico.  In  1946,  a  series  of  rocket  flights  carrying  fruit  flies,  fungus  spores,  and  small 
mammals  to  the  extreme  upper  atmosphere  were  initiated.  In  1950,  HAFB  became  a  launch  site  for  research 
balloon  flights  designed  to  study  the  biological  effects  of  cosmic  radiation  and  during  1951  and  1952,  the 
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Aerobee  research  rocket  was  launched  three  times  to  study  the  effects  of  weightlessness  on  mice  and  monkeys 
(Bushnell  1958a:3). 

The  balloon  flights  and  rocket  firings  were  projects  of  the  Aeromedical  Laboratory  at  Wright  Field.  The 
Aeromedical  Field  Laboratory  was  established  as  a  support  facility  for  the  Wright  Field  projects  in  1951,  but 
by  1953,  it  had  became  a  regularly  assigned  unit  at  HAFB  as  part  of  the  AFMDC  (Bushnell  1958b:91).  The 
laboratory  also  included  the  Holloman  Zoo,  which  was  used  to  house  research  animals.  Two  of  the  more 
prominent  residents  were  HAM  and  Enos,  chimpanzees  who  preceded  the  Mercury  astronauts  into  space  in 
1961  (Mattson  and  Tagg  1995:140).  The  laboratory  was  disbanded  after  almost  10  years  (Mattson  and  Tagg 
1995:97-98).  In  1980,  the  Holloman  Zoo  became  the  Primate  Research  Facility,  and  it  is  currently  under 
the  management  of  The  Coulston  Foundation. 

Another  prominent  feaUire  on  Holloman  is  the  High  Speed  Test  Track.  The  3,550  ft  Holloman  track  was 
constructed  in  1949-50  as  a  launch  facility,  but  soon  grew  into  one  of  the  country's  major  research  tracks 
(Bushnell  1959:9).  On  June  23,  1950,  the  first  run  took  place  (Bushnell  1959:25).  This  run  was  the  first 
of  many  conducted  for  the  testing  of  military  hardware.  A  wide  range  of  programs  were  conducted  on  the 
track  including  drone  testing,  flight  control  and  guidance  system  research,  aerodynamic  tests,  ejection  seat 
research,  and  speed  tests  (Mattson  and  Tagg  1995:141).  In  1955,  groimdbreaking  for  a  1,521  ft  extension 
to  the  track  took  place,  and  in  March  of  1956,  a  contract  was  awarded  for  an  extension  which  brought  the 
track  to  its  current  length  of  35,(X)0  ft. 

The  AFMDC  was  phased  out  during  1970  and  missile  testing  and  development  slowed.  On  January  1,  1971, 
HAFB  became  part  of  the  Tactical  Air  Command  (TAC)  and  its  mission  changed  from  missile  testing  to 
fighter  pilot  training  under  the  49th  Fighter  Wing  (Mattson  and  Tagg  1995: 141).  In  1992,  HAFB,  and  most 
other  TAC  bases,  became  part  of  Air  Combat  Command. 

The  changes  of  mission  over  the  years  are  reflected  in  the  base’s  architecture  and  layout.  Numerous  support 
installations,  support  systems,  and  training,  development,  and  intelligence  facilities  dot  the  base  landscape 
far  beyond  the  original  cantonment  area.  As  the  base  mission  changed,  existing  buildings  and  structures  were 
modified  or  demolished  and  new  facilities  were  built.  Very  few  World  War  Il-era  buildings  survive,  and 
few  of  these  have  escaped  extensive  modification.  Buildings  107,  289,  and  291,  constructed  in  1943  to 
accommodate  the  original  base  mission,  are  among  the  few  surviving  World  War  Il-era  buildings  on  HAFB. 
As  the  base  mission  changed,  their  function  may  have  been  changed,  and  in  some  cases  the  buildings 
themselves  were  modified,  but  all  three  have  continued  to  support  operations  at  HAFB  to  this  day. 
Additionally,  the  Stealth  Fighter  has  replaced  missiles  and  rockets  of  the  Cold  War-era,  the  instrumentation 


stations  have  been  abandoned,  aeromedical  research  has  been  replaced  with  other  types  of  primate  research, 
and  the  remains  of  launch  complexes  and  photo  facilities  are  now  archaeological  sites,  but  sled  runs  on  the 
High  Speed  Test  Track  continue  to  set  new  speed  records  and  to  test  aircraft  aerodynamics  and  ejection  seats 
(Mattson  and  Tagg  1995:142,146). 
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CHAPTERS 

PREVIOUS  RESEARCH 


Until  recently,  very  little  cultural  resources  work  has  been  conducted  on  HAFB’s  buildings.  In  1994,  a 
Historic  Preservation  Plan  (HPP)  was  produced  for  HAFB,  which  included  a  list  of  ’potentially  historic 
military  real  property’  (Eidenbach  1994: Appendix  G).  This  list  was  based  on  visual  impressions,  without 
formal  assessment,  and  included  most  World  War  II  and  selected  Cold  War  facilities.  Buildings  107,  289, 
and  291  were  included  on  the  list.  Building  107  was  determined  to  have  been  so  modernized  that  it  was 
lacking  integrity  and  therefore  not  eligible  for  inclusion  on  the  NRHP.  Building  289  was  determined  to  be 
the  only  known  example  of  its  kind  on  Holloman  and  was  considered  eligible  for  listing  on  the  National 
Register.  Building  291  was  found  to  be  structurally  intact  and  was  also  determined  to  be  eligible  for 
inclusion  to  the  NRHP  (Eidenbach  1994:  Appendix  G). 

Later  that  same  year,  Human  Systems  Research  was  contracted  to  conduct  formal  assessments  and  to  evaluate 
the  historic  significance  of  World  War  II  and  early  Cold  War  properties  listed  in  the  HPP  as  part  of  a 
Department  of  Defense  Legacy  Resource  Management  Program  demonstration  project.  Formal  assessments 
and  evaluations  of  buildings  107,  289,  and  291  produced  the  same  recommendations  as  those  in  the  HPP 
(Eidenbach  and  Wessel  1994:165-166).  The  project  was  never  completed,  and  the  report  and 
recommendations  were  not  accepted  by  the  State  Historic  Preservation  Officer  (SHPO)  (Taylor  1995),  or 
HAFB  (Tagg  1995).  To  date,  acceptable  architectural  assessments  of  the  three  buildings  have  not  been 
completed,  and  the  project  is  currently  being  redone  by  Geo-Marine,  Inc.  This  report  is  the  result  of  Geo- 
Marine,  Inc.’s  research  and  documentation. 

In  1995,  Legacy  Resource  Management  Program  funding  was  provided  to  assess  and  document  75  Cold  War- 
era  properties  constructed  before  1957.  An  assessment  form  was  developed  specifically  for  HAFB,  a  field 
survey  was  conducted  using  HABS/HAER  standards,  and  HABS/HAER  Level  IV  documentation  was 


completed  for  each  of  the  buildings  and  structures  (Fulton  and  Cooper  1996).  Fulton  and  Cooper’s  (1996) 
HAFB-specific  forms  were  also  used  for  the  current  project. 


CHAPTER  4 
METHODOLOGY 


Prior  to  fieldwork,  all  existing  Holloman  Real  Property  Accountable  records  were  examined  in  order  to 
obtain  information  regarding  the  construction  and  function  of  each  building.  These  records  also  provided 
information  concerning  any  correspondence  regarding  these  buildings  and  changes  in  function.  Drawings 
of  each  building,  where  available,  were  studied  to  determine  modifications  made  after  the  building’s  original 
construction. 

Fieldwork  was  completed  in  June  1996.  Using  construction  drawings  and  the  blueprint  index,  when 
available,  each  building  was  inspected  to  determine  the  degree  of  alteration  from  the  original  construction 
date.  Each  building  was  photographed  and  visually  inspected  for  integrity  and  condition.  The  current 
placement  of  exterior  doors  and  window  openings,  interior  and  exterior  finishes,  floor  plan,  layout,  and  room 
use,  where  applicable,  were  documented.  HABS/HAER  Level  IV  documentation  was  completed  for  each 
building.  A  file  containing  HABS/HAER  forms,  copies  of  original  blueprints  (when  available),  photographs, 
and  any  archival  materials  available  was  prepared  for  each  building. 

The  buildings  were  evaluated  for  potential  eligibility  according  to  National  Register  of  Historic  Places 
(NRHP)  criteria  based  on  historic  integrity  and  historic  significance.  If  a  building  was  determined  eligible 
for  inclusion  on  the  NRHP,  measurements  were  taken  and  architectural  drawings  were  completed.  If 
blueprints  were  not  available,  large-format  photographs  of  the  exterior  and  interior  were  taken,  and  a  written 
history  and  description  of  the  property  was  produced  in  order  to  satisfy  HABS/HAER  Level  I  documentation 
requirements. 


Documenting  the  historic  context  for  these  properties  involved  a  review  of  available  literature.  Results  of 
this  research  were  used  to  provide  an  overview  of  events  leading  to  the  establishment  of  Holloman  Air  Force 
Base  and  the  role  it  played  during  World  War  II. 
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CHAPTER  5 

RESULTS  OF  INVESTIGATIONS 


Architectural  assessments  were  conducted  on  Buildings  107,  289,  and  291.  All  are  associated  with  World 
War  II  Army  Air  Corps  bomber  training  and  are  located  in  the  HAFB  Cantonment  Area  (see  Figure  2).  A 
narrative  description  accompanied  by  photographs  follows.  Sources  of  information  for  the  building 
descriptions  include:  field  site  visits;  personal  communications  with  building  personnel;  Real  Property 
Accountable  Record/107,  289,  and  291;  49  CES/CERR  CE  File  Numbers  96,  107,  289,  and  291;  49 
CES/CECNC  CE  File  Numbers  IE  146  and  288,  and  all  available  construction  drawings.  HABS/HAER 
documentation  forms,  location  maps,  floor  plan  drawings,  and  a  copy  of  the  Real  Property  Accountable 
Record  for  each  building  are  included  in  Appendix  A. 

BUILDING  107:  GERMAN  AIR  FORCE  ADMINSTRATION 

Building  107  is  currently  functioning  as  an  administrative  building  for  the  German  Air  Force  (Figure  5). 
Real  Property  Accountable  Record/107  gives  a  construction  completion  date  of  cl943,  making  it  one  of  the 
oldest  standing  structures  on  the  base.  Although  neither  the  original  architect  nor  builder  is  known,  W.C. 
Kruger  and  Associates,  Santa  Fe,  New  Mexico,  prepared  the  plans  for  the  March  1969  improvements. 

Real  Property  Accotmtable  Record/ 107  indicates  that  Building  107  originally  functioned  as  an  academic 
classroom.  The  earliest  blue-prints,  "as-built"  drawings  dated  1969,  indicate  that  Building  107  was 
subsequently  improved  for  use  as  administrative  offices.  The  remaining  functions  include  Security  Police 
Operations  (cl974),  and  Social  Activity  Facility  (cl988). 

The  building  is  located  along  the  remnants  of  a  railroad  spur.  Building  107  appears  to  have  been  historically 
associated  with  at  least  six  similarly  constructed  buildings,  which  were  also  located  along  the  railroad  spur, 
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Figure  5.  Building  107,  facade. 


including  buildings  96,  97,  100,  101,  103,  and  105  (see  Figure  4).  The  only  remaining  visible  sign  of  the 

•  railroad  spur  that  once  accessed  the  buildings  is  the  grade. 

The  main  building  is  50  x  191  ft,  with  two  offsets  of  5  x  5  ft  each,  and  an  11  x  24  ft  wing  (see  Figure  5). 
The  additions  are  located  at  the  south  end  and  to  the  north  and  west  (Figures  6  and  7).  The  building  is  a  one- 
®  story,  gable-roofed  structure  with  a  concrete  foundation  and  9,914  sq  ft  of  interior  space.  It  has  metal  gutters 

and  downspouts.  New  aluminum  windows  have  replaced  the  original  wood  sash  and  the  original  doors  have 
been  replaced  with  aluminum  and  flush  metal  doors  (Figure  8).  The  exterior  was  originally  asbestos  shingle 
siding  on  wood  framing  with  90-lb.  gable-roll  roofing.  Currently,  the  exterior  is  stucco  over  the  existing 

•  wood  frame  and  the  roof  is  clad  with  asphalt  shingles.  Eaves  and  gable  ends  have  small  overhangs  trimmed 
in  wood  (Figure  9). 


2( 
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Figure  6.  Building  107,  east  elevation. 


Figure  7.  Building  107,  north  elevation 


Original  drawings  for  Building  107  were  not  located,  although  it  is  recorded  as  having  a  construction 
completion  date  of  cl943.  Since  that  time  the  building  has  undergone  much  alteration.  There  are  19 
construction  drawings  on  file:  the  earliest  are  dated  1969.  Several  improvements  to  the  building  were  made 
during  1957,  including  the  addition  of  264  sq  ft  of  interior  space;  in  1966,  the  interior  of  the  building  was 
rewired;  and  in  1969,  there  were  three  substantial  modifications  to  the  structure.  The  building  was  also 
altered  in  1986  and  1989.  Both  the  earliest  and  most  recent  floorplans  show  a  central  corridor  with  rooms 
off  each  side.  The  room  layout,  finishes,  and  door/window  schedules  have  been  extensively  altered  with 
each  renovation. 

Although  the  basic  footprint  of  Building  107  is  unchanged,  other  architectural,  mechanical,  electrical,  and 
decorative  features  have  changed.  Nearly  all  original  elements  have  been  removed  or  are  obscured  and 
additions  at  the  north,  south,  and  west  partially  obscure  the  original  elevations.  An  open  porch,  constructed 
using  posts  supporting  a  plywood,  shed-type  roof,  extends  along  most  of  the  principal  (west)  facade,  altering 
the  original  appearance.  Building  107  retains  only  its  original  scale  and  profile.  In  addition,  the  area  around 
the  building  has  been  altered  by  demolition  of  the  adjacent  buildings  and  the  construction  of  new  buildings 
to  the  north.  While  the  building  remains  in  sound  strucmral  condition,  it  no  longer  retains  historic  integrity 
and  its  character-defining  features  have  been  so  changed  as  to  render  the  building  ineligible  for  inclusion  on 
the  NRHP. 

BUILDING  289:  HAZARDOUS  AND  FLAMMABLE  MATERIALS  STORAGE 

Building  289  is  currently  designated  as  a  Nitrogen  Liquid  and  Gaseous  Oxygen  Storage  building  (Figure  10). 
Real  Property  Accountable  Record/289  indicates  that  it  was  completed  in  1943  and  has  continuously 
functioned  as  a  storage  facility;  it  has  been  assigned  as  a  Hazardous  and  Flammable  Materials  Storage 
Building  (cl943)  and  Oil  and  Grease  Storage  (cl958).  The  building  is  one  of  the  oldest,  continuously  used 
structures  on  the  base.  Neither  the  architect  nor  the  builder  is  known. 

Measured  on  a  perpendicular  axis,  the  structure  is  situated  approximately  1,000  ft  southeast  of  what  was  the 
main  NE-SW  runway  (now  the  main  taxiway  runway  access  [Taxiway  A])  near  aircraft  hangars  and  the 
taxiway /flightline.  A  large,  five-bay  aircraft  hangar  (Building  291)  is  located  between  the  taxiway  and 
Building  289,  and  may  have  been  associated  with  the  storage  building.  An  early  map  of  the  base  dated 
cl943  shows  that  at  least  five  buildings  historically  simated  between  Building  289  and  Building  291  have  been 
demolished  (see  Figure  4). 
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Figure  10.  Building  289,  entrance  at  northwest  facade. 


Building  289  is  a  small,  one-story,  gable-roofed  structure.  The  outside  dimensions  of  measure  14  ft-  7  inches 
X  16  ft-  4  inches,  with  240  sq  ft  of  interior  space  (see  Figure  10).  A  concrete  apron  extends  beyond  the 
building  footprint  on  all  four  sides,  sloping  away  from  the  building  to  divert  spills  (Figure  11).  The  long 
dimension  runs  parallel  to  the  NE-SW  runway  access,  with  the  principal  facade  facing  the  runway.  A  chain 
link  fence  encloses  both  the  building  and  the  concrete  apron  (Figure  12).  The  walls  are  constructed  of  hollow 
structural  clay  tile  on  top  of  which  sits  a  10-inch  concrete  bond  beam  supporting  the  roof  rafter  loads.  The 
original  1-inch  wood  sheathing  supported  by  rafters  has  been  replaced  by  asphalt  shingles  on  what  is  thought 
to  be  the  original  wood  frame.  The  roof  rafters  are  2  x  4-inch  wood  lumber  spaced  2  ft  on  center  along  the 
northwest  and  southeast  walls. 

The  rafters  are  joined  at  the  ridge,  forming  the  gable  roof  and  showing  a  slight  overhang  at  the  walls.  A 
concrete  stem  wall  footing  is  cast  directly  below  the  structural  clay  walls,  supporting  the  roof  loads  and  wall 
weight.  The  floor  is  a  cast-in-place  concrete  slab  sloped  from  all  four  walls  to  a  center  floor  drain.  Liquid 
nitrogen  and  gaseous  oxygen  tanks  are  stored  inside. 

Building  289  is  utilitarian  in  design,  with  no  architectural  or  design  embellishments  (see  Figure  10). 
Common  construction  materials  and  techniques  were  utilized.  A  single  door  is  centrally  placed  at  the 
principal  (northwest)  elevation.  This  door  is  left  hand,  Va  -inch  thick,  hollow  metal,  and  shows  an  outward 
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swing.  The  structural  clay  tile  walls  are  exposed  at  both  the  interior  and  the  exterior  (Figure  13).  Each  tile 
is  12“  (length)  x  5-  (height)  x  714-inches  (depth).  The  walls  are  one  714-inch  tile  thick.  The  interior  and 
exterior  surfaces  have  been  recently  painted.  It  could  not  be  determined  if  the  walls  were  originally  painted. 
Fenestration  is  symmetrical.  Framed  wood  louvers  are  located  just  below  the  eaveline  on  both  sides  of  the 
northwest  elevation  door.  . 


Figure  13.  Building  289  rear,  exterior  clay  tiles. 


Two  windows  are  centrally  located,  one  each  at  the  southwest  and  northeast  elevations.  Each  window  has 
been  replaced  with  Plexiglass,  due  to  storm  damage  to  the  original  wooden  windows  in  1995  (Tagg,  1996 
personal  communication).  A  painted  wood  muntin  grid  is  attached  to  1  x  4-inch  wood  trim.  A  row  of  bricks 
on  edge  forms  the  sill.  Framed  wood  louvers  are  centrally  located  above  each  of  the  two  windows,  just 
below  the  gable  (Figures  14  and  15).  The  southeast  elevation  has  no  openings. 


The  interior  of  Building  289  is  a  single  room  with  a  sloped  concrete  floor,  painted  masonry  walls,  and  a 
recently  installed,  unfinished  gypsum  board  ceiling.  The  floor  to  ceiling  height  is  approximately  8  ft.  The 
interior  is  designed  to  contain  hazardous  materials  by  means  of  a  continuous  concrete  curb  and  a  floor  drain. 
The  building  is  not  heated  or  cooled.  Electrical  service  is  from  an  overhead  line  that  feeds  an  exterior, 
surface-mounted,  distribution  panel  and  main  breaker  located  immediately  to  the  right  of  the  door.  The 
building  has  a  lightning  protection  system  consisting  of  grounding  rods. 

No  original  blueprints  were  located  for  Building  289,  although  Real  Property  Accountable  Record/289 
indicates  that  at  least  one  drawing  was  prepared.  According  to  an  early  map  of  the  base,  the  building  number 
was  apparently  changed  from  No.  286  to  No.  289,  although  the  date  of  the  change  was  not  recorded.  No 
structural  modifications  to  the  building  were  noted. 

Real  Property  Accountable  Record/289  indicates  that  Building  289  was  not  necessarily  associated  with  any 
particular  hangar  or  building,  but  provided  storage  for  the  base,  in  general.  However,  Building  289  may 
have  been  historically  associated  with  Building  291,  an  aircraft  hangar  just  200  ft  to  the  northwest  (Figure 
16). 


Figure  16.  Building  289,  east  elevation.  Building  291  in  background. 


Although  Building  289  does  retain  historic  integrity,  it  does  not  represent  a  distinctive  style  of  design  or 
workmanship,  it  is  not  directly  associated  with  significant  persons,  and  it  is  unlikely  that  further  research  into 
the  structure  would  add  considerable  knowledge  to  our  understanding  of  national,  regional,  or  local 
involvement  in  World  War  II.  Therefore,  it  does  not  meet  National  Register  criteria  for  historic  significance 
as  an  individual  property  and  is  considered  ineligible  for  inclusion  on  the  NRHP.  However,  it  could  be 
considered  a  potential  contributing  feamre  as  part  of  either  a  district  or  multiple  property  nomination. 

BUILDING  291:  SMALL  AmCRAFT  MAINTENANCE  DOCK 

Building  291,  completed  cl943,  is  one  of  the  earliest  World  War  Il-era  aircraft  hangars  constructed  at  HAFB 
(Figure  17).  Originally  designated  a  Maintenance  Field  Hangar,  Real  Property  Accountable  Record/291 
indicates  the  building  has  had  various  designations  over  the  years.  These  include:  Ground  Support  Equipment 
Shop/Aircraft  Ground  Equipment  Shop  (cl963);  Small  Aircraft  Maintenance  Dock  (cl970);  Base  Support 
&  Equipment  Warehouse  (cl972);  Aircraft  Ground  Equipment  Shop/Storage  Facility  (cl975);  and 
Maintenance  Hangar  (cl983).  It  is  currently  designated  as  a  Small  Aircraft  Maintenance  Dock  for  F-4 
aircraft,  and  continues  to  function  adjacent  to  an  active  airfield  (Figure  18).  Neither  the  architect  nor  the 
builder  is  known. 

Building  291  is  situated  on  what  was  the  main  NE-SW  base  runway,  which  is  currently  used  as  a  main 
taxiway  runway  access  (Taxiway  A).  The  building  shared  the  same  parking  apron  with  two  other  aircraft 
hangars  (buildings  300  and  301),  when  it  was  constructed.  According  to  a  map  of  the  base  dated  1943,  the 
hangars  were  not  constructed  to  house  a  particular  aircraft,  but  were  for  general  use  (see  Figure  4). 
According  to  Air  Force  Combat  Units  of  World  War  II  (Maurer  1959: 17),  Building  291  could  have  housed 
B-17s,  B-24s,  P-47s,  or  B-29s.  Although  the  principal  elevation  of  the  building  continues  to  face  the  NE-SW 
runway  access,  several  nearby  buildings  have  been  demolished,  and  several  buildings  have  been  added. 

Building  291  is  a  steel-framed  structure,  eight  bays  wide  and  five  bays  deep.  The  overall  dimensions  of  the 
building  are  126  x  170  ft  with  17,195  sq  ft  of  interior  space.  Originally  rectangular  in  shape,  a  boiler  room 
offset  at  the  south  elevation  and  additions  to  the  west  elevation  give  Building  291  its  irregular  footprint.  The 
main  building  is  102  x  151.5  ft,  with  a  20  x  20  ft  and  a  22  x  61  ft  offset  (Figure  19).  Six  large,  exposed 
quadrangular  trusses  span  approximately  1 10  ft  in  a  north-south  direction,  creating  five  bays  of  uninterrupted 
hangar  floor  space.  Offices  flank  the  sides  of  the  steel  bays. 
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Figure  19.  Building  291  offset,  southwest  elevation. 


Built  on  a  6-inch  concrete  slab  foundation  with  concrete  piers,  the  clear  floor  width  is  approximately  100  ft. 
The  steel  trusses  of  the  roof  structure  are  supported  by  'H'  columns  that  are  diagonally  braced  and  support 
intermediate  spandrels  (Figure  20).  The  clear  height  to  the  bottom  chord  of  the  truss  system  is  approximately 
29  ft.  The  quadrangle  shape  of  the  trusses  forms  the  slightly  pitched,  gable  roof.  The  roof  is  felt  roofing 
material  on  wood  deck,  supported  by  steel  purlins.  The  exterior  walls  are  covered  with  an  insulation  and 
siding  system. 

The  most  prominent  features  of  Building  291  are  the  nine  large,  sliding  steel  doors  at  the  east  elevation  and 
the  extensive  use  of  1-inch  dimensioned  lumber  wall  and  ceiling  sheathing  (Figure  21).  The  existing  doors 
are  original  and  show  nine  panels  of  lights  (panes)  (Figure  22).  Three  panels  at  the  top  of  each  door  show 
nine  lights  each,  three  panels  at  the  middle  and  lower  sections  show  twelve  lights  each,  totaling  99  lights  per 
door.  Pilot  doors  are  cut  into  the  middle  and  two  end  doors. 

Since  its  construction.  Building  291  has  undergone  extensive  alterations.  There  are  59  construction  drawings 
on  file,  with  dates  ranging  from  1943  to  1992.  With  the  exception  of  the  east  elevation,  which  remains  as 
it  was  originally  constructed,  original  door  and  window  openings  have  been  altered  or  obscured.  The  original 
wood  personnel  doors  have  been  replaced  with  metal  doors,  and  166  double -hung,  16  light,  wood  sash 
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Figure  20.  Building  291  interior,  braced  ‘H’  columns  and  spandrels. 


Figure  21.  Building  291  interior,  wood  sheathing  and  metal  truss. 
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Figure  22.  Building  291  interior,  nine-panel  doors. 


#  windows  from  the  north,  south,  and  west  elevation  have  been  removed.  The  original  fenestration  consisted 
of  three  rows  of  6-ft-  6-inch  (height)  x  4-ft-  6-inch  (width)  windows,  installed  adjacent  to  one  another  and 
extending  the  entire  length  of  the  facade.  Additionally,  installation  of  the  exterior  insulation  and  siding 
system  has  replaced  the  original  asbestos  siding  of  the  exterior  walls.  According  to  unnumbered  CE  File 

#  drawings  and  communication  with  building  personnel,  renovations  in  cl 992  and  cl 996  resulted  in  the 
partitioning  and  other  design  changes  to  interior  offices.  These  renovations  to  interior  offices  have  obscured 
the  original  finishes. 

#  The  original  structural  and  architectural  elements  of  Building  291,  such  as  the  wood  sheathing  and  decking, 
steel  trusses,  open  bays,  and  large  aircraft  doors,  remain  intact.  These  elements  allow  it  to  maintain  some 
elements  of  feeling  and  association  with  its  construction  and  use  as  a  World  War  II  aircraft  hangar. 
However,  due  to  the  extensive  architectural  modifications  to  the  building,  it  no  longer  retains  historic 

0  integrity.  Building  291  is  considered  ineligible  for  inclusion  on  the  NRHP. 
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CHAPTER  6 


SUMMARY,  CONCLUSIONS,  AND  RECOMMENDATIONS 


Buildings  107,  289,  and  291  were  all  constructed  in  cl943  and  are,  thus,  among  the  oldest  standing  structures 
on  HAFB.  All  three  buildings  are  scheduled  for  demolition  as  part  of  the  German  Air  Force  Beddown 
project.  Architectural  assessments  of  buildings  107,  289,  and  291  indicate  that  all  three  are  ineligible  for 
listing  on  the  National  Register  of  Historic  Places.  Buildings  107  and  291  were  determined  to  no  longer 
retain  historic  integrity,  and  Building  289,  while  retaining  historic  integrity,  does  not  satisfy  the  criteria  for 
significance  as  an  individual  property. 

BUILDING  107:  GERMAN  AIR  FORCE  ADMINISTRATION 

Building  107  was  constructed  in  cl943  for  use  as  an  academic  classroom.  It  is  currently  functioning  as  an 
administrative  building  for  the  German  Air  Force.  The  building  is  stable  and  in  good  condition,  although 
it  has  undergone  extensive  exterior  alterations  and  several  interior  renovations  since  it  was  originally 
constructed.  The  room  layout,  finishes,  and  door/window  schedules  have  been  extensively  altered  with  each 
renovation.  While  the  building  remains  in  sound  structural  condition,  its  historic  integrity  has  been  lost,  and 
the  building  is  considered  ineligible  for  inclusion  on  the  NRHP. 

BUILDING  289:  HAZARDOUS  AND  FLAMMABLE  MATERIALS  STRORAGE 

Building  289  was  constructed  in  cl943  to  house  hazardous  and  flammable  materials  needed  for  aircraft 
operations  and  maintenance.  Built  as  a  permanent  structure.  Building  289  has  been  continuously  used  as  a 
support  building  since  its  original  construction.  The  building  remains  intact,  in  good  condition,  and  retains 
sufficient  architectural  character  and  original  materials  to  retain  its  historic  integrity;  however,  the  building 


does  not  satisfy  the  criterion  for  significance  as  an  individual  property  described  in  National  Park  Service 
Bulletin  16A  (1991:37).  As  a  result,  Building  289  is  considered  ineligible  for  inclusion  on  the  NRHP. 

BUILDING  291:  SMALL  AIRCRAFT  MAINTENANCE  DOCK 


Completed  in  cl943,  Building  291  is  one  of  the  earliest  World  War  Il-era  aircraft  hangars  constructed  at 
HAFB.  It  continues  to  function  as  a  small  aircraft  maintenance  dock.  Nine  large  slider  doors  at  the  east 
elevation,  the  extensive  use  of  wood  sheathing  and  decking,  the  exposed  steel  trusses,  and  the  resulting  bays 
allow  Building  291  to  retain  some  elements  of  feeling  and  association  with  its  construction  and  use  as  a  World 
War  II  aircraft  hangar.  However,  although  the  original  core  of  the  hangar  remains  intact,  modifications  and 
numerous  additions  have  diminished  the  architectural  integrity  of  the  building.  Because  of  the  extensive 
architectural  modifications,  the  building  no  longer  retains  historic  integrity  and  is  considered  meligible  for 
inclusion  on  the  NRHP. 


CONCLUSIONS  AND  RECOMMENDATIONS 

With  the  exception  of  a  brief  period  after  World  War  II,  HAFB  has  continuously  played  a  role  in  the 
country's  defense.  From  bomber  training  in  World  War  II,  the  testing  of  the  atomic  bomb,  development  and 
research  of  Cold  War  technology,  to  its  current  mission  of  training  fighter  pilots,  the  base  has  been  the 
location  of  many  ground-breaking  events.  Buildings  107,  289,  and  291,  as  three  of  the  oldest,  continuously 
used  strucmres  on  the  base,  have  played  a  supporting  role  during  these  events. 

In  order  to  be  deemed  eligible  for  the  NRHP  properties  must  retain  historic  integrity  and  must  demonstrate 
historic  significance.  A  property  that  lacks  either  integrity  or  significance  is  not  eligible  for  the  National 
Register.  Buildings  107  and  291  have  been  extensively  modified  since  their  original  construction  and, 
therefore,  have  not  retained  historic  integrity.  As  a  result,  buildings  107  and  291  are  considered  ineligible 
for  inclusion  on  the  NRHP  and  HABS/HAER  Level  IV  documentation  was  completed  for  each  building. 

Building  289,  although  it  retains  historic  integrity,  is  considered  ineligible  for  inclusion  on  the  NRHP  as  an 
individual  property.  Unlike  properties  such  as  aircraft  hangars  and/or  guided  missile  blockhouses,  this 
hazardous  materials  storage  structure  was  only  indirectly  involved  with  activities  associated  with  World  War 
II.  It  does  not  represent  a  distinctive  style  of  design  or  workmanship,  it  is  not  directly  associated  with 
significant  persons,  and  it  is  unlikely  that  further  research  into  the  structure  itself  would  add  considerable 
knowledge  to  our  imderstanding  of  national,  regional,  or  local  involvement  in  World  War  II. 


Although  ancillary  structures  and  buildings  are  generally  not  listed  on  the  National  Register  as  individual 
properties,  Building  289  could  potentially  be  considered  a  contributing  element  in  a  basewide  World  War  II 
Multiple  Property  or  District  nomination.  For  this  reason,  HABS/HAER  Level  I  documentation  was 
completed  for  this  building. 

The  photo-documentation,  measured  drawings,  and  research  found  in  the  survey  forms  and  this  report 
exhaust  any  future  research  potential  of  buildings  107,  289,  and  291.  This  project  complies  with  the  National 
Historic  Preservation  Act  of  1966  (as  amended),  and  Air  Force  Instruction  32-7065.  This  undertaking  will 
have  no  effect  on  any  significant  historic  properties.  Cultural  resource  clearance  is  recommended  for  all 
activities  associated  with  this  project. 
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APPENDIX  A 

HABS/HAER  DOCUMENTATION 


WORLD  WAR  li  SURVEY:  HOLLOIUIAN  AIR  FORCE  BASE 


NAME;  B 

Current:  GAF  Administration. 

Historic:  Academic  Classroom;  Administrative. 

Street  Address:  950  Yucca  Avenue,  HAFB,  88330-7741 


Building  Number: 


107 


I.  GENERAL  INFORMATION: 


Current  Condition;  [  ]  Intact  ]  Needs  maintenance  [  ]  Deteriorated  [  ]  Archaeological 


Comments:  Building  107  is  in  need  of  minor  routine  maintenance. 


Degree  of  Alteration:  [  ]  None  [  ]  Minor  [  ]  Moderate  [x]  Major 


Comments:  Several  renovations  have  altered  both  the  exterior  and  interior. 


Preliminary  Determination  of  National  or  State  Register  Eligibility; 


[  ]  Exceptional  importance  [  ]  Further  research  recommended  [x]  Ineligible 


Comments:  Building  107  has  lost  its  historic  integrity. 


Legal:  SW  l/4  SE  1/4  SW  1/4  T17S  R8E  Holloman,  NM  USGS  7. 5 'QUAD 


Contact;  Martyn  Tagg,  Archaeologist,  49  CES/CEV,  550  Tabosa  Avenue,  HAFB,  NM  88330-8458. 


n.  ARCHITECTURAL  DESCRIPTION: 


(Give  a  visual  descr^tion  of  the  building,  hiclude  date  of  construction,  A^hether  actual  or  an  estimate,  and  a  discussion  of  any  structural 
modifications  to  the  building.  List  architect  and  builder,  if  known.  Cite  sources  of  information.) 

Building  107  is  a  one  story  gable-roofed  structure,  exhibiting  a 
rectangular  footprint.  The  exterior  has  been  stuccoed.  Eaves  and  gable 
ends  have  small  overhangs  trimmed  in  wood.  The  roof  is  clad  using  asphalt 
shingles.  The  earliest  construction  drawings  are  dated  1969  (CE  File  #107- 
2,  ^Alter  Building  107") .  Real  Property  Accountable  Record/107  gives  a 
construction  completion  date  of  cl943 .  This  record  also  states  that 
subsequent  improvements  occurred  throughout  1957,  and  refers  to  three 
substantial  modifications  in  1969.  This  building  was  also  altered  in  1986 
(CE  File  #96-1)  and  1989  (CE  File  #107-3) .  Both  the  early  and  most  recent 
floorplans  show  a  central  corridor  with  rooms  off  of  each  side.  The  room 
layout,  finishes,  and  door/window  schedules  have  been  extensively  altered 
with  each  renovation.  Although  neither  the  original  architect  nor  builder 
is  known,  W.  C.  Kruger  and  Associates,  Santa  Fe,  NM  prepared  the  plans  for 
the  March  1969  improvements  (1969:  CE  File  #107-2). 


HAFB  BUILDING  NUMBER!  107 


m.  HISTORIC  AND  CURRENT  USE: 


Source:  Original  blueprints  not  located  for  Building  107.  Information  from  Real  Property  Accountable  Record/107. 


Current  Function:  "  GKF  Administration. 


Original  Function:  Academic  Classroom  [?]  .  (See  Section  VIII)  . 


Interim  Functions:  "Admin,  Office"  (cl962) ;  "SP  Operations"  (cl974) ; 

"Social  Act  Fclty"  {cl988) . 


IV.  ORIGINAL  ARCHITECTURAL  AND  STRUCTURAL  FEATURES 


Source:  Real  Property  Accountable  Record/107. 


Foundation:  Concrete  wall  footings,  concrete  slab. 


Exterior  walls:  Wood  frame;  cement  asbestos  shingle  siding. 


Roof:  Slate. 


Notable  interior  features,  including  machinery: 

None  noted. 


V.  CURRENT  FEATURES  IF  DIFFERENT  FROM  ORIGINAL: 


Source:  1986  CE  File  #96-1. 


Foundation: 


Exterior  walls:  Stucco  over  existing  wood  frame. 


Roof  Asphalt  rolled  roofing. 


Notable  interior  features,  including  machinery: 


VI.  BRIEF  STATEMENT  OF  HISTORIC  SIGNIFICANCE: 


Constructed  cl943/  Building  107  may  have  originally  provided  storage  for 
materials  brought  in  by  railroad.  This  building  was  subsequently  improved 
during  the  1960s  for  use  as  classroom  and  office  space.  Building  107  does  not 
retain  historic  integrity.  Building  107  is  therefore  ineligible  for  inclusion 
on  the  National  Register  of  Historic  Places. 


vn.  ASSOCIATED  BUILDINGS: 


Building  107  appears  to  have  been  historically  associated  with  at  least 
six  similarly  constructed  buildings,  including  Buildings  100,  101,  103,  105,  96, 
and  97  (CE  File  #107-2).  Each  of  these  buildings,  including  Building  107  are 
(or  were)  located  along  a  railroad  spur.  This  railroad  spur  no  longer  exists. 


Vm.  ADDITIONAL  COMMENTS  AND  MAINTENANCE  RECOMMENDATIONS: 


Original  drawings  for  Building  107  were  not  located.  Real  Property 
Accountable  Record/107  indicates  that  this  building  was  completed  cl943,  making 
it  one  of  the  oldest  standing  structures  on  the  Base.  Building  107  was  built  on 
a  railroad  spur,  situated  near  six  other  similarly  constructed  buildings.  Due 
to  its  location  on  the  railroad.  Building  107  may  have  originally  been  used  as  a 
warehouse/storage  facility.  The  earliest  blueprints,  ^As -built"  drawings  dated 
1969,  indicate  that  Building  107  was  subsequently  improved  for  use  as 
administrative  offices.  Real  Property  Accountable  Record/107  indicates  that 
Building  107  operated  as  an  academic  classroom,  although  no  date  is  given.  The 
railroad  spur  which  once  accessed  these  buildings  has  been  abandoned.  Only  the 
railroad  grade  itself  remains  visible.  An  open  porch  constructed  using  posts 
supporting  a  shed  plywood  roof  extends  along  most  of  the  principal  (west) 
facade,  altering  the  original  appearance.  Building  107  has  lost  historic 
integrity  due  to  extensive  exterior  alterations  and  several  interior 
renovations.  Building  107  is  slated  for  demolition. 


HAFB  BUILDING  NUMBER:  107 


K.  ASSESSMFIMTOFHTSTnKir  INTEGRITY: 


Location:  Has  any  or  all  of  the  structure  been  moved  from  its  original  construction  site? 

[  ]  Unable  to  determine  [  ]  Portions  of  the  structure  have  been  moved  Entire  structure  located  at  original  site. 
Comments : 


Design:  What  percentage  of  the  elements  (structural,  technological,  architectural  and  decorative)  remain  intact? 

[  ]  Unable  to  determine  [aj  <25%  intact  [  ]  25%  to  50%  intact  [  ]  50%  to  75%  intact  [  ]  >75%  intact 
Comments :  Although  the  basic  footprint  for  Building  107  remains  iinchanged,  all~ 
other  architectural,  mechanical,  electrical  and  decorative  features  have 
changed . 


Setting:  To  what  extent  has  the  natural  setting  (i.e.,  topography,  viewshed,  and  vegetation)  been  maintained? 

[  ]  Unable  to  determine  [  ]  Retains  very  little  [x]  Retains  most  [  ]  Retains  all  or  nearly  all  of  its  natural  setting 
To  what  extent  does  the  cultural  setting  remain,  including  surrounding  patterns  of  land  use,  and  associated  buildings? 
[  ]  Unable  to  determine  [x]  Retains  very  little  [  ]  Retains  most  [  ]  Retains  all  or  nearly  all  of  its  cultural  setting 
Comments:  A  railroad  spur  located  adjacent  to  Building  107  has  been  removed. 

Only  the  grade  remains  visible.  New  buildings  constructed  to  the  north. 

Several  nearby  buildings  have  been  demolished. 

Materials;  To  what  extent  have  the  original  materials  used  to  construct  this  structure  been  retained? 

Exterior:  [  ]  Unable  to  determine  <25%  [  ]  25%  to  50%  [  ]  50%  to  75%  [  ]  >75% _ 

Interior:  [  ]  Unable  to  determine  [x]  <25%  [  ]  25%  to  50%  [  ]  50%  to  75%  [  ]  >75% 

Comments:  Interior  finishes  have  changed  several  times.  Aluminum  windows 

replace  original  wood  sashes.  Aluminum  and  flush  metal  doors  replace  originals. 
Original  roof  and  siding  materials  have  been  removed. 


Workmanship;  To  what  degree  does  the  original  structural  and  decorative  craftsmanship  remain  visible? 
Exterior:  [  ]  Unable  to  determine  jc]  <25%  [  ]  25%  to  50%  [  ]  50%  to  75%  [  ]  >75% 

Interior:  [  ]  Unable  to  determine  [x]  <25%  [  ]  25%  to  50%  [  ]  50%  to  75%  [  ]  >75% _ 

Comments:  Nearly  all  original  elements  have  been  removed  or  are  obscured. 
Additions  at  north,  south,  and  west  partially  obscure  original  elevations. 
Building  107  retains  original  scale  and  profile  only. 

Feelii^;  To  what  extent  does  the  building  or  structure  retain  its  original  natural,  historic,  and  aesthetic  character? 

[  ]  Unable  to  determine  [jj  Little  or  no  integrity  of  feeling  remains  [  ]  Some  elements  remain  [  ]  Retains  integrity 
Comments : 


Association;  Does  this  building  or  structure  appear  to  retain  a  visible  link  with  its  historic  period  of  significance? 
[  ]  Unable  to  determine  [aj  Little  or  no  integrity  remains  [  ]  Some  elements  remain  [  ]  Retains  integrity 
Comments : 


X.  SURVEYED  BY; _ 

Joe  Freeman,  AIA 

101  West  Sixth  Street,  Austin,  TX  78701 
for  Geo-Marine,  Inc.,  Plano,  TX  75074 
Sonya  Cooper  and  Jean  Fulton 
2500  Jordan  Road 
Las  Cruces,  NM  88001 


DATE;  SUMMER  1996 


BALANCES  FORWARDED 


BALANCES  FORWARDED 


BALANCES  FORWARDED 


state  of  New  Mexico 
Office  of  Cultural  Affairs 
Historic  Preservation  Division 


BUILDING  107 

Holloman  Air  Force  Base 
Alamogordo,  New  Mexico 


Sources:  1989CEFile#107-3/3of  8 
Project  No.  1969  CE  File  #107-1/3  of  8 
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WORLD  WAR  II  SURVEY:  HOLLOMAN  AFB 


NAME:  Building  Number: 

Current:  Shop  A/SE  Storage  Facility. 

Historic:  Warehouse,  Hazard  &  Flammable  Base. 

Street  Address:  560  Delaware  Ave.,  HAFB,  88330-8010. 


289 


L  GENERAL  INFORMATION 


Current  Condition:  ^  ]  Intact  [  ]  Needs  maintenance  [  ]  Deteriorated  [  ]  Archaeological 


Comments:  Building  289  is  in  need  of  minor  routine  maintenance. 


D^ee  of  Alteration:  [  ]  None  [  ]  Minor  [x]  Moderate  [  ]  Major 


Comments:  Original  door,  windows,  and  roof  have  been  replaced. 


Preliminary  Determination  of  National  or  State  Register  Eligibility: 


[  ]  Exceptional  importance  [  ]  Further  research  recommended  [x]  Ineligible 


Comments:  Does  not  meet  National  Register  criteria  for  significance. 


Legal:  SW  1/4  SW  1/4  SW  1/4  T17S  R8E  Holloman,  NM  USGS  7.5'QUAD 


Contact:  Martyn  Tagg,  Archaeologist,  49  CES/CEV,  550  Tabosa  Avenue,  HAFB,  NM  88330-8458. 


n.  ARCHITECTURAL  DESCRIPTION: 


(Give  a  visual  descr^tion  of  the  building.  Liclude  date  of  coostruction,  whether  actual  or  an  estimate,  and  a  discussion  of  any  structural 
modifications  to  the  building.  List  architect  and  builder,  if  known.  Cite  sources  of  information.) 

Building  289  was  constructed  cl943/  making  it  one  of  the  oldest 
standing  structures  on  Base  (Real  Property  Accountable  Record/289) . 

Building  289  has  been  continuously  used  as  a  storage  facility  since  its 
construction.  No  original  blueprints  were  located  for  this  building, 
although  Real  Property  Record/289  indicates  that  at  least  one  drawing, 

"CE  File  IE  146,''  was  prepared. 

Building  289  is  a  small,  one-story,  gable-roofed  structure, 
constructed  using  structural  clay  tile  walls  atop  a  concrete  foundation. 
Access  is  gained  through  a  single  door  at  the  principal  (north)  elevation. 
The  concrete  slab  floor  slopes  slightly  to  the  center  from  all  four  walls. 
One  window  is  located  at  the  center  of  each  of  the  east  and  west  elevations. 
Wood  louvered  vents  at  the  north  elevation  and  the  gable  ends  appear  to  be 
original.  No  structural  modifications  to  the  building  were  noted.  Neither 
the  architect  nor  the  builder  is  known. 


HAFB  BUILDING  NUMBER!  289 


m.  HISTORIC  AND  CURRENT  USE: 

Source:  Real  Property  Accountable  Record/289. 

Current  Function: 

Storage- -Liquid  and  Gaseous  Oxygen;  Nitrogen. 

Original  Function: 

Storage- -Hazardous  and  Flammable  Materials. 

Interim  Functions: 

Storage- -Oil  and  Grease  (cl958) . 

IV.  ORIGINAL  ARCHTTECTURAL  AND  STRUCTURAL  FEATURES  OF  KNO 


No  original  blueprints  located  for  Building  289.  Sources:  Real  Property  Accountable  Record/289;  Field  observations. 


Foundation:  Concrete  slab;  Concrete  stem  wall  apparently  supports  clay  tile. 


Exterior  walls:  Hollow  structural  clay  tile. 


Roof:  Slate  on  lx  wood  sheathing  supported  by  2x4  wood  rafters. 


Notable  interior  features,  including  machinery: 

None  noted. 


V.  CURRENT  FEATURES  IF  DIFFERENT  FROM  ORIGINAL: 


Source:  Summer  1996  site  visit. 


Foundation: 


Exterior  walls:  Painted  structural  clay  tiles. 


Roof:  Asphalt  shingles  on  original  [?]  wood  frame. 


Notable  interior  features,  including  machinery:  Liquid  and  gaseous  oxygen  tanks. 


VI.  BRIEF  STATEMENT  OF  HISTORIC  SIGNIFICANCE: 


Building  289  has  provided  Base  storage  for  volatile  materials  since  its 
construction  during  World  War  II.  This  structure  does  not  meet  National 
Register  criteria  for  historic  significance.  Building  289  does  retain  historic 
integrity,  however,  and  could  be  considered  a  contributing  element  in  either  a 
District  or  Multiple  Property  nomination. 


Vn.  ASSOCIATED  BUILDINGS: 


This  building  number  has  apparently  changed  from  Building  286  to  Building 
289,  according  to  an  early  map  of  the  Base  (CE  Vault,  IE  288  "Post  Map") . 
Building  286/289  may  have  been  associated  with  aircraft  hangar  Building  291. 
Several  other  surrounding  buildings  constructed  cl943  have  been  demolished. 


Vm.  ADDITIONAL  COMMENTS  AND  MAINTENANCE  RECOMMENDATIONS: 


Building  289  has  served  as  a  storage  facility  for  volatile  materials  since 
it  was  constructed  cl943.  Although  elements  of  materials  and  workmanship  have 
been  lost.  Building  289  retains  historic  integrity  in  terms  of  location,  design, 
setting,  feeling,  and  association.  Both  original  windows  have  been  replaced 
with  Plexiglass®.  A  removable  painted  wood  muntin  grid  has  been  added,  giving 
a  multiple -light  effect.  New  wood  trim  has  also  been  added  at  each  window. 
Unfinished  drywall  panels  have  been  attached  to  an  added  plywood  ceiling  at  the 
interior.  The  original  door  has  been  replaced  with  a  metal  door.  Metal  fascia 
wrap  obscures  the  original  wood  fascia.  Original  window  and  door  design, 
including  trim,  is  unknown.  Although  retaining  historic  integrity.  Building  289 
does  not  meet  National  Register  criteria  for  significance  as  an  Individual 
Property  (1991  NFS  Bulletin  16Ai  37) .  Building  289,  however,  could  potentially 
be  considered  a  contributing  element  in  either  a  District  or  Multiple  Property 
nomination.  Because  Building  289  is  tentatively  slated  for  demolition,  further 
documentation  will  be  provided. 
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K.  ASSESSMENT  OF  HISTORIC  INTEGRTTY; 


Location:  Has  any  or  all  of  the  structure  been  moved  from  its  original  construction  site? 

[  ]  Unable  to  determine  [  ]  Portions  of  the  structure  have  been  moved  [  aj  Entire  structure  located  at  original  site. 
Comments:  Continues  to  be  located  near  aircraft  hangars  and  taxiway/flightline. 


Design:  What  percentage  of  the  elements  (structural,  technological,  architectural  and  decorative)  remain  intact? 

[  ]  Unable  to  determine  [  ]  <25%  intact  [  ]  25%  to  50%  intact  [  ]  50%  to  75%  intact  >75%  intact 
Comments:  Both  windows  and  one  door  have  been  replaced.  Original  ceiling 
obscured. 

Setting:  To  what  extent  has  the  natural  setting  (i.e.,  topography,  viewshed,  and  vegetation)  been  maintained? 

[  ]  Unable  to  determine  [  ]  Retains  very  little  [x]  Retains  most  [  ]  Retains  all  or  nearly  all  of  its  natural  setting 
To  what  extent  does  the  cultural  setting  remain,  including  surrounding  patterns  of  land  use,  and  associated  buildings? 

[  ]  Unable  to  determine  [  ]  Retains  very  little  [x]  Retains  most  [  ]  Retains  all  or  nearly  all  of  its  cultural  setting 
Comments:  Viewshed  has  been  altered  due  to  the  addition  and  demolition  of 
several  surrounding  buildings  (cl943  IE  288:  "Base  Map").  Continues  to  provide 
flightline  support . 

Materials:  To  what  extent  have  the  original  materials  used  to  construct  this  structure  been  retained? 

Exterior:  [  ]  Unable  to  determine  [  ]  <25%  [  ]  25%  to  50%  [  ]  50%  to  75%  [x]  >75% 

Interior:  §c]  Unable  to  determine  [  ]  <25%  [  ]  25%  to  50%  [  ]  50%  to  75%  [  ]  >75% 

Comments:  Gypsum  board  has  been  added  at  ceiling.  Unable  to  determine  whether 

or  not  rafters  originally  exposed.  Windows  and  doors  have  been  replaced. 

Workmanship:  To  what  degree  does  the  original  structural  and  decorative  craftsmanship  remain  visible? 

Exterior:  [  ]  Unable  to  determine  [  ]  <25%  [  ]  25%  to  50%  [  ]  50%  to  75%  >75% _ 

Interior:  Unable  to  determine  [  ]  <25%  [  ]  25%  to  50%  [  ]  50%  to  75%  [  ]  >75% 

Comments:  Original  blueprints  not  located.  Due  to  the  fact  that  Building  289 

was  constructed  to  store  hazardous  materials,  interior  and  exterior  finishes  at 
ceiling  and  walls  (paint)  are  probably  not  original. 

Feeling:  To  what  extent  does  the  building  or  structure  retain  its  original  natural,  historic,  and  aesthetic  character? 

[  ]  Unable  to  determine  [  ]  Little  or  no  integrity  of  feeling  remains  Some  elements  remain  [  ]  Retains  integrity 

Comments:  Continues  to  support  flightline.  Altered  aesthetically  by  the 
replacement  of  original  architectural  elements. 

Association:  Does  this  building  or  structure  appear  to  retain  a  visible  link  with  its  historic  period  of  significance? 

[  ]  Unable  to  determine  [  ]  Little  or  no  integrity  remains  [  ]  Some  elements  remain  Retains  integrity 
Comments:  Building  289  continues  to  operate  as  it  was  originally  designed. 

X.  SURVEYED  BY:  ~ 

Joe  Freeman,  AIA 

101  West  Sixth  Street,  Austin,  TX  78701 
for  Geo-Marine,  Inc.,  Plano,  TX  75074 
Sonya  Cooper  and  Jean  Fulton 
2500  Jordan  Road 
Las  Cruces,  NM  88001 
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Building  289:  Floor  plan 
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WORLD  WAR  II  SURVEY:  HOLLOMAN  AIR  FORCE  BASE 


NAME:  BUI 

Current:  Maintenance  Dock,  S/A. 

Historic:  Aircraft  Hangar. 

Street  Address:  580  Delaware  Ave.,  HAFB,  88330-8010. 


Building  Number: 


291 


I.  GENERAL  INFORMATION: 


Current  Condition:  [  ]  Intact  ]  Needs  maintenance  [  ]  Deteriorated  [  ]  Archaeological 


Comments:  Building  291  is  in  need  of  routine  maintenance. 


Degree  of  Alteration:  [  ]  None  [  ]  Minor  [  ]  Moderate  [x]  Major 


Comments:  All  exterior  elevations  have  changed.  Interior  offices  renovated. 


Preliminary  Determination  of  National  or  State  Raster  Eligibility: 


[  ]  Exceptional  importance  [  ]  Further  research  recommended  [x]  Ineligible 


Comments:  Building  291  no  longer  retains  historic  integrity. 


L^l:  SW  1/4  SW  1/4  SW  1/4  T17S  R8E  Holloman,  NM  USGS  7. 5 'QUAD 


Contact:  Martyn  Tagg,  Archaeologist,  49  CES/CEV,  550  Tabosa  Avenue,  HAFB,  NM  88330-8458. 


n.  ARCHTTECTIJRAL  DESCRIPTION: 


(Give  a  visual  description  of  the  building.  Include  date  of  construction,  i^ether  actual  or  an  estimate,  and  a  discussion  of  any  structural 
modifications  to  the  building.  List  architect  and  builder,  if  known.  Cite  sources  of  information.) 

Building  291,  completed  cl943,  is  one  of  the  oldest  standing 
structures  on  Base  (Real  Property  Accountable  Record/291) •  Originally 
rectangular  in  shape,  with  a  boiler  room  offset  at  the  south  elevation, 
additions  to  the  west  elevation  give  Building  291  its  current  irregular 
footprint.  Six  large,  exposed  quadrangular  trusses  span  approximately  110' 
in  the  North- South  direction,  creating  five  bays  of  uninterrupted  hangar 
floor  space.  The  quadrangle  shape  forms  the  slightly  pitched  gable  roof. 
Offices  flank  either  side  of  the  steel  bays.  The  clear  floor  width  is 
approximately  100' .  The  clear  height  to  the  bottom  chord  of  the  truss 
system  is  approximately  29' .  The  most  prominent  features  of  Building  291 
consist  of  the  nine  large  sliding  steel  doors  at  the  east  elevation,  and  the 
extensive  use  of  wood  wall  and  ceiling  sheathing.  The  existing  doors  are 
the  original  doors,  each  showing  nine  panels  of  lights  (panes) .  Three 
panels  at  the  top  of  each  door  show  nine  lights  each,  three  panels  at  the 
middle  and  lower  show  twelve  lights  each.  Each  door  thus  shows  a  total  of 
99  lights  per  door.  Pilot  doors  are  cut  into  the  two  end  doors  and  the 
middle  door.  Neither  the  architect  nor  the  builder  is  known. 


HAFB  BUILDING  NUMBER! 
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m.  HISTORIC  AND  CURRENT  USE; _ 

Source:  Real  Property  Accountable  Record/291. 

Current  Function:  Maintenance  Dock  S/A. _ 

Original  Function:  Hangar,  Maintenance,  Field. _ 

Inteiim Functions:  "Shop,  Ground  Supp  Equip"  (cl963) ; 

"Maint  Dock,  SA"(cl970);  "Warehouse  Supp  &  Equip  Base"  (cl972) ; 

"Shp  Age/Stor  Facility"  (cl975);  "HG,  Maint"  (cl983)  . _ 

IV.  ORIGINAL  ARCHITECTURAL  AND  STRUCTURAL  FEATURES  OF  KNOWN); 

Source:  RealProperty  Accountable  Record/291;  1942:  CE  File  #291-1. 

Foundation:  isolated  concrete  footings  supporting  steel  columns.  6"  slab. 
Exterior  walls:  Asbestos  shingles  on  1"  thick  wood  sheathing  &  wood  frame. 

Roof:  Felt  roofing  on  wood  deck  supported  by  steel  purlins. _ 

Notable  interior  features,  including  machinery: 

Large  open  space.  1"  thick  wood  wall  sheathing  and  roof  decking. 

V.  CURRENT  FEATURES  IF  DIFFERENT  FROM  OMGI^ 

Source:  Field  visit.  Summer  1996. 

Foundation: 

Exterior  walls:  insulation  and  finish  siding  system  replaces  original  asbestos  shingles. 

Roof: _ 

Notable  interior  features,  including  machinery: _ 

VI.  BRIEF  STATEMENT  OF  HISTORIC  SIGNIFICANCE; _ 

Building  291  is  one  of  the  earliest  World  War  Il-era  aircraft  hangars 
constructed  at  Holloman  AFB.  Due  to  extensive  architectural  modifications/ 
Building  291  no  longer  retains  historic  integrity. 

Vn.  ASSOCIATED  BUILDINGS; 

Building  291  shared  the  same  parking  apron  with  two  other  aircraft  hangars 
(Buildings  300  and  301)  when  it  was  constructed  (Source:  CE  Files.  IE  Number  288 
"Post  Map"  1943) .  Buildings  291/  300/  and  301  continue  to  be  located  along  what 
was  the  Northeast -Southwest  Runway  (now  used  as  a  taxiway) . 

Vm.  ADDITIONAL  COMMENTS  AND  MAINTENANCE  RECOMMENDATIONS: 

Nine  large  slider  doors  at  the  east  elevation/  the  extensive  use  of  wood 
sheathing  and  decking,  the  exposed  steel  trusses  and  the  resulting  open  interior 
bays  allow  Building  291  to  retain  some  elements  of  feeling  and  association  with 
its  construction  and  use  as  a  World  War  II  aircraft  hangar. 

Building  291  no  longer  retains  historic  integrity,  however,  due  to 
extensive  renovations  since  its  completion.  Some  166  original  double-hung,  wood 
sash,  16 -light  windows  have  been  removed  at  the  south,  north,  and  west 
elevations  (1961:  CE  File  #291-1;  1996:  Field  Visit).  Original  fenestration 
consisted  of  3  rows  of  6' -6"  high  x  4' -6"  wide  windows  installed  adjacent  to  one 
another,  extending  the  entire  length  of  the  facade.  Installation  of  the  exterior 
insulation  and  finish  system  replaced  the  original  asbestos  siding  (1989:  CE 
File  #291-9) .  With  the  exception  of  the  east  elevation,  which  remains 
essentially  as  it  was  originally  constructed,  original  door  and  window  openings 
have  been  altered  or  obscured.  Original  wood  personnel  doors  have  been  replaced 
with  metal  doors.  Renovations  in  cl992  and  cl996  (according  to  unnumbered  CE 
File  drawings  and  communication  with  Building  291  personnel)  resulted  in 
partitioning  and  other  design  changes  to  the  interior  offices. 
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rX.  ASSESSMENT  OF  HISTORIC  INTEGRITY: 


Location:  Has  any  or  all  of  the  structure  been  moved  from  its  original  construction  site? 

[  ]  Unable  to  determine  [  ]  Portions  of  the  structure  have  been  moved  [  Entire  structure  located  at  original  site. 
Comments;  Continues  to  be  situated  on  the  Northeast -Southwest  Base  Runway/ 
although  this  runway  is  currently  used  as  a  taxiway. 

Design:  What  percentage  of  the  elements  (structural,  technological,  architectural  and  decorative)  remain  intact? 

[  ]  Unable  to  determine  [  ]  <25%  intact  25%  to  50%  intact  [  ]  50%  to  75%  intact  [  ]  >75%  intact 
Comments;  Some  original  structural  and  architectural  elements  remain  intact, 
including  wood  sheathing  and  decking,  steel  trusses,  open  bays,  and  large 
aircraft  doors. 

Setting:  To  what  extent  has  the  natural  setting  (i.e.,  topography,  viewshed,  and  vegetation)  been  maintained? 

[  ]  Unable  to  determine  [  ]  Retains  very  little  [x]  Retains  most  [  ]  Retains  all  or  nearly  all  of  its  natural  setting 
To  what  extent  does  the  cultural  setting  remain,  including  surrounding  patterns  of  land  use,  and  associated  buildings? 
[  ]  Unable  to  determine  [  ]  Retains  very  little  [x]  Retains  most  [  ]  Retains  all  or  nearly  all  of  its  cultural  setting 
Comments;  Although  principal  elevations  continues  to  face  NE-SW  runway  access, 
several  buildings  in  the  nearby  vicinity  have  been  demolished,  and  several  have 
been  added.  Continues  to  support  runway  operations. 

Materials:  To  what  extent  have  the  original  materials  used  to  construct  this  structure  been  retained? 

Exterior:  [  ]  Unable  to  determine  [x]  <25%  [  ]  25%  to  50%  [  ]  50%  to  75%  [  ]  >75% 

Interior:  [  ]  Unable  to  determine  [  ]  <25%  [x]  25%  to  50%  [  ]  50%  to  75%  [  ]  >75% 

Comments;  Some  166  original  twelve-light  windows  have  been  removed.  Original 
siding  replaced.  Original  doors  replaced  and  openings  altered. 

Workmanship:  To  what  degree  does  the  original  structural  and  decorative  craftsmanship  remain  visible? 

Exterior:  [  ]  Unable  to  determine  k]  <25%  [  ]  25%  to  50%  [  ]  50%  to  75%  [  ]  >75% 

Interior:  [  ]  Unable  to  determine  [  ]  <25%  [x]  25%  to  50%  [  ]  50%  to  75%  [  ]  >75% 

Comments;  Renovations  to  interior  offices  obscure  original  finishes.  Exterior 
insulation  and  finish  system  alters  exterior. 

Feeling:  To  what  extent  does  the  building  or  structure  retain  its  original  natural,  historic,  and  aesthetic  character? 

[  ]  Unable  to  determine  [  ]  Little  or  no  integrity  of  feeling  remains  [  Some  elements  remain  [  ]  Retains  integrity 
Comments:  Continues  to  operate  as  an  aircraft  maintenance  facility  adjacent  to 

an  active  airfield.  The  loss  of  some  166  windows  alters  hangar  aesthetically. 

Association:  Does  this  building  or  structure  appear  to  retain  a  visible  link  with  its  historic  period  of  significance? 

[  ]  Unable  to  determine  [  ]  Little  or  no  integrity  remains  [  ]  Some  elements  remain  [x]  Retains  integrity _ 

Comments:  Although  aircraft  equipment  and  technology  has  evolved.  Building  291 
continues  to  function  in  the  same  capacity  for  which  it  was  designed. 

X.  SURVEYED  BY: 

Joe  Freeman,  AIA 

101  West  Sixth  Street,  Austin,  TX  78701 
for  Geo-Marine,  Inc.,  Plano,  TX  75074 
Sonya  Cooper  and  Jean  Fulton 
2500  Jordan  Road 
Las  Cruces,  NM  88001 


DATE:  SUMMER  1996 


•*^30  orsoLEtl  IN  w^rAF!'  '  '*  REAL  PROPERTY  ACCOUNTABLE  RECORD  -  BUILDINGS 


^^ollo^lan  AFB^,  N.  Mex.  ^  1747  20  Apr  70  AF-1747 

INSTALLATION  NAME  AND  NUMBER  DATE  RP  ACCOUNT  NO.  CONTi 


mo  REAL  PROPERTY  ACCOUNTABLE  RECORD  -  SUPPLEMENTAL  CARD 


CQ 


mSO  REAL  PROPERTY  ACCOUNTABLE,  RECORD  -  SUPPLEMENTAL  CARD 


APPENDIX  B 

LABORATORY  OF  ANTHROPOLOGY 
ACTIVITY  RECORD  FORM 


LABORATORY  OF  ANTHROPOLOGY  PROJECT/ACTIVITY  RECORD 


1.  PROJECT  DATA 


1 


NMCRIS  Project  Number:  54330  Parent  Project  Number:. 

Sponsoring  Agency:  POD.  Holloman  Air  Force  Base _ 

Project  Name:  Historic  Architecture  Documentation _ 


Project  ID:  JCWRD  973200  B 


Project  Dates  rdd-mmm-yyyy^:  lO-JUN-1996  to  llJUN-1996 

Project  Type  (choose  one):  pC]cultural  resource  management  [  ]regional  or  topical  overview  [  Jresearch 

project  [  jother  project  type: _ 

Project  Description  roptionaP:  assess  the  significance  of  three  military  stmctures _ 


Proposed  Action: 

[  ]transmission  line 
[  ]reservoir/dam 
[  ]railroad 
[  ]water  system 
[jdrillhole 
[  ]fence  line 
[  jmining 
[  ]trail 


[  ]materials  pit/stockpile 
[  Imilitary  target  site 
[  Jresearch  project 
[  Jland  exchange 
[  Jseismic  line 
[  Jroad/highway 
[  Jland  management  project 
[  Jburied  pipeline/cable 
1  Jbuilding/facility 


\X]  other  action  ....building  demolition 


Other  Permitting  Agencies:. 

2.  ACTIVITY  DATA 


NMCRIS  Activity  Number:  54330 

Performing  Agency:  Geo-Marine,  hic. _ 

Activity  ED: _ 

Activity  Dates  rdd-mmm-wvvk  lO-JUN-1996 
Activity  Type: 

[  Jarcheological  excavation 
[  Jcult,  res.  overview/lit.  review  (Class  1) 

[  Jarcheological  survey(Class  2  or  3  Surv.) 

[  Jarcheological  testing 

[XJ  other  activity:  HABS/HAER  documentation 

Activity  Description  (optional): _ 

Studies  and  Analyses  Performed: 

[  Jlithic  tool  typology 
[  Jceramic  typology 
[  Jhuman  osteology 
[  Jobsidian  hydration  dating 
I  Jtree  ring  dating 
[  Jnaacrobotanical  analysis 
[  Jisolated  artifact  distribution 
[  Jhistoric  artifact  analyses 


Activity  Name:, 
to  _11-JUN-1996 


[  Jresearch  design  preparation 
[  Jmonitoring  or  damage  assessment 

[  Jethnographic  study 
[  JcoUections  and  non-field  studies 


[  Jlithic  technology 
[  Jceramic  technology 
[  Jfaunal  analyses 
[  Jarcheomagnetic  dating 
[  Jradiocarbon  dating 
[  Jpollen,  phytolith  analysis 
[  Jsite  distribution 
pcjarchitectural  studies 
IXJhistoric  records  studies 


[  Jsoils,  stratigraphy,  geomorphology  I  Jgeology,  lithic  materials  sourcing 
[  Jethnographic  interviews/oral  history  studies 

[  Jother  studies: _ 

3.  SURVEY  ACTIVITIES 
Total  Area  Surveyed:  N/A 


.  acres  Total  Activity  Area  (if  <  100%  coverage):. 


.acres 


Survey  Intensity  (choose  one):  [  Jintensive  (BLM  Class  3;  100%)[  Jreconnaissance  (BLM  Class  2;  <  100%) 

Survey  Configuration:  number  of  survey  units: _  [  Jblock  survey  units  [  Jlinear  survey  units 

[  Jother  survey  units: _ 


Survey  Scope  (choose  one):  I  Jnon-selective  [  Jselective/thematic 
Survey  Coverage  (choose  one):  [  Jsystematic  pedestrian  coverage 
Standard  Survey  Interval: _ Standard  Crew  Size: _ 


[  Jother  coverage  method 


3.  SURVEY  ACTIVITIES  (CONT.) 


2 


NMCRIS  Activity  Number:  54330 _ 

Source  Graphics:  pqcopies  in  report 

pqUSGS  7.5’  topographic  maps 

[  ]other  topographic  maps  (Scale; - 

[  ]GPS  Unit 

Survey  Results:  Sites  Discovered  and  Registered:_ 
Sites  Discovered  and  Not  Registered:. 
Previously  Recorded  Sites  Revisited:. 

Land  Ownership: 

_ Holloman  Air  Force  Base _ _ _ 

Counties/States  .«;nn;pyp/l-  Otero.  New  Mexico 

USGS  Quadrangles  Included  in  Surveyed  Area: 

Quadrangle  Name/Date:  Holloman  - 

Quadrangle  Name/Date:.^ _ _ _ 

Quadrangle  Name/Date:. _ 

Quadrangle  Name/Date:_ _ 

Quadrangle  Name/Date:_ _ _ _ 

Previously  Registered  Sites  (LA  nos.): - 

New  Sites  (LA  nos.): _ _ _ 


[  ]copies  attached  to  report  or  form 

( Jrectified  aerial  photos  (Scale: _ ) 

[  ]unrectified  aerial  photos  (Scale: _ ) 

[  ]other  source: _ _ _ 


.Total  Number  of  Sites  Visited:_ 

.Total  Isolated  Occurrences: _ 

.  [  ]Non-Selective  10  Recording? 


State 

NM 


Acres 

Surveyed 


Quadrangle  Code:  32106-Gl 

Quadrangle  Code: _ 

Quadrangle  Code: _ 

Quadrangle  Code; _ 

Quadrangle  Code: _ 

(others-see  report) 


4.  NON-SURVEY  ACTiyiTlES  _ _ _ _ _ 

Investigated  Sites  (LA  nos.V  Buildings  107.  289.  and  291  — - - - 

5.  REPORT  INFORMATION  _ _ _ _ _ ^ ^ - 

Document  Type  (choose  one):  [  ]manuscript  [  ]a^cle  in  a  magazine 

pqreport,  monograph,  or  book  [  Jvolume  in  a  report  series  [  ]dissertation  or  thesis 

[]title  in  an  edited  collection  [  jarticle  in  a  journal  [  ]paper  presented  at  meeting 

[  Jother  document  type:  _ _ _ _ _ _ _ 

Year  Issued:_122L__  [jnodate  [  ]draft?:  Main  Author: — Moira  Emsl - 

Additional  Authors:  Jean  Fulton.  Snnva  Cooner.  Joe  C.  Freetnan - 

Title  gi-  R.iiidings  107  2«9.  and  291  Demolition  HABS/HAER  Architectural  Assessment  Holloman  Air  F0K£ 

Base.  Otero  County.  New  Mexico — - - - — - 

Title  #2  (additional  citation  data): - - - - - 

Prepared  By:  Geo-Marine.  Inc. - - - - - - - - - 

Preparing  Agency  Report  No.:  120EP - - - - - - 

Published  By  (publisher,  city,  state):  Geo-Marine.  Inc.  - - - 

Report  Rpoipient:  Holloman  Air  Force  Bas.e - - - - - 

Other  Agency  Report  Nos  ;  HAFB 1996-006 - - - - - - - — 


